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Come fuck with me.
Yo, we got 320 gifters before I even went live paper shift. Thank you for the 20
Bread boy. Thank you for the 20 MPK King. Thank you for the 20. Let me get you niggas VIP
Damn you said Cardi Travis all right. Let's lock it a little bit and we'll do it
You said did I see my hitbox they made me see that shit
Shout out to all my resubs welcome back shout out to all my resubs
Freedom thank you for the eight months who did I miss?
I got a bean you want cuz I need a haircut
So you know good thing I can swag different shit out
A kuma shout out for the 20 months. I appreciate you
Joke me thank you for the five months yo DK. Oh, thank you for the prime. But you appreciate it. Oh
You thought I was gonna say fric
No, come on, bro. I'm a scholar
Lessons thank you for the four months. I appreciate it
Damn hype train already with the fuck
Yes, I am making beanies. I'm getting my beanies redesigned by the way. I wasn't fucking with that arm
I don't know. I'm a I got beanies coming. Just stay tuned
I'm getting no I'm getting that shit worked on right now
Swag Messiah. Thank you for the seven months much appreciated
Remo lay old doc cool. Thank you for the sun
This the earliest hell no, I was the earliest you ever been I was gonna say I went live before
Got a lot of bookmarks on Twitter yo Brian
O227 shout out for the five months
Silk inside on most people don't do that
That silk beanie inside shit is not something that most like you can't get a a silk inside beanie from Montclair you feel me?
Shorts shorts guys. I'm a real like I said I'm a release my merch and vaults. How many guys see my Instagram story today?
Yeah, yeah
I got you I because subs can't be IP. That's why oh
I got you at least as far as I know unless they can
Give me give me hold on
Shout out for my first big gifters of the year
My mod cloak paper shift. Thank you
Brand boy. Thank you for the 20 MP king. Thank you for the 20. Appreciate you guys. Thank you
Silk beanie's don't fuck up our hair. I know but the thing is I know I'm fixing it, but the thing is is um
You're not gonna get a mod clear beanie with silk on the inside. That's what I'm saying
Antagonistic thank you for the 18 months. What the fuck is up with this shit?
You
Yo shark a night with the fucking 50 gift
Oh
See wasn't expecting that shit
but
Okay, then that's how we started out 2024 this bitch
yo
Shark and I with the big fucking 50
Let's get it big salute shark and I thank you again for the big fucking 50 piece
Big salute on that. Thank you
Thank you so much, bro. Thank you for thank you for topping that Lissy said now I fucked that I'm first place
Fuck that I'm first place. I got this shit. I'm first place. Thank you
Big salute. I do have me. I do at mods. I do have them on VIP correct
Yeah, I got you on VIP just make it sure up with ninja. Thank you for the gift, bro
Let me make sure I got bread one of VIP
Early stream. I told you guys in a winter time I stream early. I wanted to go live at 5 30s
I was gonna do 5 36 37 38 39 30 10 30 11 30 12 30
1 32 like I was just gonna do a fat fucking stream, but
Here is 6 50
For all my East Coast Snickers. Oh, no
All right
Got my VIP's up
Lord Goons. Thank you for the three months pixel who I was my day going excellent
I'm back streaming from my fucking audience back streaming from my cloaks my gems
My great cloaks
All right, let me see what this one is looking like
Dready, let me see what this one's looking like
Let me try it right now
We got that playboy cardie. I guess that's a good way to kick it off the playboy cardie Travis Scott track. Let's see if it's letterk
Yeah, you know, I had to give you guys a couple days give you a break, you know what I'm saying didn't want you guys
You know didn't want to I want to let you guys enjoy your new years and should I seen a lot of people were streaming
But I was like, you know what I'ma just let my audience rock out and I'll be back. You know what I mean
Yo stunner shot up at the 30 bets
I was like damn should I go live on new years, but I was like nah, I'ma just rock out
You just sub can't get an unbanned from the court J next could you holler a dready PM dready?
He's in here. He'll take care of you. My mods will take care of you in our discord shit XJ1
NZ OX thank you for the eight months big salute. I see with that diamond cloak
Yeah
I love this always T by the way guys we got tackin eight what hold on when does tackin a drop 23rd or 28
Let's get it 26 guys
Yeah, 26
Oh, these tackin eight lobbies if you're not a sub you're not getting them our fucking lobby your tournaments
So make sure that you are sub to make sure you are subbed
I will be having a separate list for candy gyms versus real gyms. So make sure you were fucking subbed
We'll be playing a lot of tackin eight on this stream. So make sure you guys are sub guys lock the fucking
Let's make on let's make 20
2024 toward I said to yeah, you know what the fuck I'm saying make 2024 a little bit different all right
But yeah, I want the merch pin. Yeah, let's do that also
All right
Let me show you guys the video of the the merch hold on real quick
Just show you guys the update of the teas
Redone
You
Yo juice man, they give it a 200 bits big salute on that bro
Yes, sir, we're running the merch until tackin eight drops after tackin eight drops the campaign will be the campaign is over so guys pre-order your tees a side
Tekin eight is cross play. It's an authentic tackin eight is an authentic next-gen
Fighter cross play at launch multiple characters at launch only on next-gen consoles at launch
All right, we'll hit up one of my other mods. Um, they'll take care of you, bro. Hit up one of my other mods
What what one of my other mods can um
We'll accept this p.m. And get jade next unbam from the court
Yeah, three five or six, eh
You should only be playing three five or six on stream if you're in capcom cut if not there's no reason for you to be streaming that should
Oh
Shit, we hit the goal. Oh shit damn
All right, let's up the goal. Let's get it to 50 200. Thank you guys so much for allowing me to be at um this sub count. This is crazy
You got suspended for seven days for since something or somebody or I jeep
What the fuck yeah guys be careful my chat um
Twitch is back in the office on jane where we seconds. I'll be sending that detailed email to make sure that um
I let them know what's going on with my chat as far as people, you know trying to sabotage my shit, so
As you guys can see I ripped down all my Christmas decorations. They're gone. We back to the clean back
Our record is 52 our record is 5200 subs, but a lot, you know candies fall off. That's what they do
All right, um, let me show you guys this motherfucking
Video real quick of this merch. How good is looking?
I know some of you guys might have wanted to see the dark eerie man or tea and hand how it looks. I'll show you real quick
Up latest something real fast
Did I beat only up to it's funny you brought it up because I actually want to try it again tonight
It's not really only up to let's just call it only up team. How about that?
A lot of chick shop at team mood. They like get a lot of shit off team mood. Team mood is really for like chicks
Yo king's shotgun. Thank you for the seven months. I appreciate it. Satan 2356. Thank you for the six months. I see you with the Rose cloak
Yeah, my new year's eve was incredible. Thank you
You said the CFP. What's that?
Sheen. Oh, yeah, chicks love that sheen bullshit. She fast swat me clothes, but all over the place
All right, let me show you guys this video real quick
Ruiz Ruizu. Thank you for that 18 months. I appreciate it
Oh
All right, so let me show you guys how the dark eerie man or tea is looking is looking crazy honestly
So for those you guys it was like wondering about the quality and shit like that
Don't worry about shit. It looks ridiculous. You know the you know the kind that I wear on stream
It's just that's not even a sample. That's just like a kind of like a duck print
This one you're seeing right here is a sample that's coming in and is looking fucking crazy
That shit is looking crazy, bro
You can pre-order it right now on my website
Pin to the top of the chat
The colors pop everything is ridiculous like you can actually see what it is now
You can pre-order that shit right now
You know covering it on the back
Uh, this is a vault two. Don't worry about it. This is a vault two. I just got a sample
This is just like a vault two tea. I just got a sample of
It's another vault two tea. I got a sample of yo, so when I drop this tea
I want to see who could guess all the symbolism in the t-shirt
So when I drop this tea
Who can guess who's gonna be able to guess the symbolism in this t-shirt new cardiana we on it
All right, right now who could guess the symbolism on this tea
This is a vault two drop by the way
You
Yeah, can nobody guess the symbolism on this t-shirt
Yo putzman olmore. Thank you for the sub. I hope I said that correct
You
All right screen shot it do whatever you need to do there's a bunch of symbolism in this t-shirt that I made sure I cloked a lot of symbolism in the shirt
Um, you know Tyler B 2001. Thank you for the tier one for three months in advance. I appreciate it
You
Is there's nothing to do with
Critical times, but just look at the words
Look at the message
Look what you're looking at look at the storefront
I really could give a fuck what you think my shirt is your bum with no sub
You've been following since October your clip you're being don't give a fuck about some laymass and get talking about my merch
So
Nah, nah, so the word Emporium all right you look at that every purchase is critical
You look at that it looks like a store, right?
I'll let you guys think what you I'll let you guys try to try to grasp it, but yeah
All right, so um
You
That's that's just a vault T a vault 2t
And as you guys know yo duke 203 with the five gifted though
Hey much appreciated bixilu for the fucking five gifted. Thank you so much
Okay, somebody kind of got it right. Yeah, be careful. You know, I'll go over it again later
But there's a meaning behind that t-shirt that I wanted to um
Post you guys know I'm big in the like post-apocalyptic
Uh
dystopian so on and so forth anyways, so here's the other t
Just in case you guys were curious to see how I look you got the covenant members rich t
Colors pop came out amazing came out crazy
Like the color pop is crazy on this shit
All right, you can see there's no cheap ass print is no fucking swat me looking shit like this is top tier
Color pop 3d damn nearest the colors. It's all good on it
Got the covenant on the back, which you know, it's a thunder
pristine and then the shirts redone to be spelled correct
All right
You guys know how this one hits I've showed it to you on stream already the 3d is crazy flip it to the back
What do you get
Change him on on the back remember I'll tell you I was gonna add that shit on the back of the tee
So guys pre-order your merch
pre-order your merch on my website the covenant brand calm all right
I'm gonna let the video play one more time pre-order your merch right now the covenant brand calm accordion and all all the other t's as well
So I'ma play it again dark eerie manner t is looking crazy as fuck
I'm a couple of the t's you see are on vault two not vote one
So I got three t's so far for vault two I think
Will games my plan tonight give me your prime. I think there's a game called give me your prime
I would say go a size up if you want to oversize
Oh, it's true the size of it if you want to oversize go a size up
Yo shin bowley with the fucking or is it bolly with the five fucking gifted though
a
Big salute for the five fucking gifted
And accidentally with full screen I ain't got no cut
Let's go back
I ain't got no cut all right
Yo diamonds
Thank you for that resub for two months
Where's the kitty oh he's right there how to
Where's your back
Dex
Then he popped up
And your boy looking beefy too
Look at that pumping that motherfucker
Yeah
All right guys let pre-order that merch pre-order the cabinet brand merch
All right, let's get it pre-order don't sleep when tacking eight drops
This unfortunately this vault's over with now these t's if phenomenal I love to run them twice, but
I told you the way I'm running my merch is some exclusive type shit. Yes, this is vault one
Um a couple of the t's are that you see are not vault one they're vault two
But three of the t's are vault one
If you don't like it, I don't give a fuck this is for niggas who fuck up my merch not everybody's gonna like your shit
And plus if you want it if you're like a swaggless weasel this this merchant for you if you're afraid to where I had outside or
Afraid to wear like some over sized tea or afraid to wear baggier pants or
Afraid of what people think about you
This merchant for you is for it's for niggas that aren't afraid of swag. You know what I'm saying? You're not afraid of style
You're willing to put shit on you know what I mean
Lot of you niggas need to step outside of the box. I remember when I was like a teenager
I was afraid to where I had outside because I was like damn people looking to think I look like shit with a hat
Guys don't be afraid to put your shit on that's all I gotta say
And plus I don't drop corny merch
But a last time I don't drop shit that you can't wear out on the date
I do not drop shit you can't wear out on the date if you I'm not dropping shit that says you know
Long-thair guy like besides the main t's all right the main t's was like for some funny bullshit. Y'all niggas bought the hell out of them
I drop shit where you go wear out in public to a to like
The pier at a beach
fucking in the summer
Like I'm dropping shit that you can show up to a bitch's house and you can show up to a date. I'm not dropping the corny shit
But um, I do got beanies coming up get him my beanies redone because I'm changing the design
I'm working with a different designer for the beanies. Uh, I just the I don't know. I wanted to change him up a little bit
Want to change him up a little bit
Now I don't watch college football. I'm not watching the gizzis preparing to be rich
the fuck
Uh over time date. Thank you for the 10 months
You
You're one of beanies like
Yeah, beanies are
Those my stretch over and evolved too because I'm trying to make sure I get the top is tierus the top is the tierus when it comes to fucking beanies
Yeah, we still got to do lethal company. We still gonna do that shit
um
A brain beanie. That's not that making merch guys is not that easy as you think
Uh genocide run only thank you for the 10 months. I see you with that
Mother fucking violet cloak. Yo rich homie shine with a five fucking gifted
Thank you for the five gifted bro. Thank you for solidifying yourself. Thank you
Why would I get scared of lethal company? How could fucked up graphics be scared?
How could I be scared of fucked up as graphics
You
Damn how the fuck did you make that? Oh, that's a funny as low emo
Nothing scares me bro. I grew up fucking watching all types of horror movies horror movies don't scare me
I'm just basically waiting on the person to get killed. It doesn't say covenant. It's called old English
Oh man, do you fucking homework?
You know big zeal
9 d8. Thank you for the four months. You guys know we gotta do we gotta go over Twitter bookmarks
I've been bookmarking a gang of shit on Twitter for fun
All right, uh, we got the TikTok uh reaction not just TikTok. Let's just call it reaction folder on on um
Yeah
Discord yeah
Yeah, we're a 5175
Did I make a goose bump shirt similar in style?
Nah
Nah, bruh
It was the mid oh the misspelled one member of say is it was this one hold up
It was the sample one that I had it was this shit
And I have to do redo it. I was like, yo, you misspelled the design room
What the fuck yo shark night with the 25 fucking gift
Oh
See
Hey big salute yo shark night with another fucking 25 gits is that 75 literally in one fucking sitting that 75 candies
Yo dump those motherfucking pouring candies emotes on the fucking screen for shark night big salute
Thank you for the fucking 75 candies much appreciated pour out those motherfucking candy emotes. Yeah
Portem bitches out
Love streaming for you guys, man. I couldn't wait to go live for you for you guys again chat
Could not wait to go live for you guys again. Like I said once again. I love what I do. I love streaming from our audience
I love it. Love it. Love it. Love it. Love it. Love it
The day I stop loving it. I quit
Thank you
Big salute shark and I big salute, bro
So guys get your covenant
Vault one tees for pre-order I still got hoodies coming in to make sure that they hit correctly
Before I add them to the website. All right
Definitely not a nice guy, but I do appreciate my fan base
Yeah, no
Shout out for whoever it was it just order three items. Thank you so much for your three order purchase
Shout out for everybody to his order right now. Thank you so much for your pre-orders
You
Yeah, I
I mean, I have a sample t-shirt right now. It's just misspelled if you guys actually want to see
Um, y'all retro blessed. Thank you for the seven months. I see with the rose cloak
If you guys want to see how the
The change your mind he looks I could show you like miss gonna be a misspelled version, but I could show you how it looks in person
um
Amen dot zip a man dot zip. Yo, thank you for the three months on a plat
Almost, you know, you got a couple of more months to get your cloak
Pete I spies new posts
Hmm, all right say loves
We got some reactions to do so let's get it
New cardie should we do the new cardie before
I guess we could start it off with that get it out the way
And we got the season finale there's a season finale of the um the shade frost shit too
Knock that shit out the way
I'm not doing that right away though
I mean I could but
Yeah, we got a there's a there's a lot of academics drama going on in the past couple of days too
Drink a coconut water. I see you. I'll see you
Let me change my audio guys. It's gonna act like I went offline. I did them just change your audio
Give me a split second
Fuck is my shit
Oh
Are you guys still here right?
Got a couple subs. I got to thank
Uh
TK
Yo 8 though. I don't know how to say that shit. Thank you for the five months
For yo
Otto TK yo Otto. Thank you for the five months
Surprise I didn't go live for that act shit nah
What you dollars just gonna speed online to try to
I just like I just wait to go live. It's coded. Thank you for the sub
Love all my streams twin. Appreciate you, bro. Thank you for 100 bits too. Thank you for tuning in
All right, let's see what the fuck this shit is looking like let's see what the sound I like
I'm not gonna glaze. Let's see
Is that Lala or some shit? It's just Lala in the video. Don't tell me it is
Nah, it's not
Bitch, you try to chase one hey never flake one tell me what it take well
Tell me where it takes one
We not saying
And the holes the fucking house be right so me side-com you know what I know I'd you hope
Be caught some sipping flamingo I was inspired yesterday when I passed my grandma step
I
Why does this sound like future a little bit
It's just slightly sound like future a little bit. I like you know why I like Cardi though. You know why Cardi is growing on me
Because the niggas not afraid to experiment like if we heard a little baby song right now it would just sound the same
Like he just he plays with so many different like different cadets since with his voice and
He gives you like a damn near a different look every track you you film me and I appreciate the artistry
But if we just heard some baby shit it would just be the same fucking delivery 24 7 bro
Shake my dress on her face. It's bitch. I love I put on my demo
For how to talk on we pop in this shit right now here
How to decide me walk ain't feel myself. Oh yeah, yeah
She used to train to type song trying to pop. Oh yeah, yeah
Hey one time in a mat. Hey, one time in a yacht
For our business in back. I need the holes. I had
I'm walking around in the light. How does it feel with the mess?
Bits just be pitch sound your foot by which
I think I need me a ice face. Yeah, I want me a bench
They shot a shot the ice spice too
Yo, they'll make a good ass couple. I'm not even on live
Yo playboy Cardi and ice spice that would be a good couple
I
Wouldn't be mad at that
Yeah, that would be yeah, that would be it. I'll be a cool couple no bullshit
I think I need me a ice spice. Yeah, I want me a bench. She reposted them
I think they make a solid fine
Like
So you know we don't fuck with 12 not in this bitch by myself, but I'm by myself
They got money on your top who say you came by
I feel like Joe is something like terse squad we blowing some
She pop in 30s, they gonna work in but they ain't doing it
She doing them simply trying to be different trying to be a new woman
And she look if you need a dick, you need to move some
Like a proof some just don't you remove
You grill like a zoo jumping we got reggae to brother. I need me to come in double double quick drumming
I keep a fool drumming never know what fools coming
In the middle of fear don't be a bomb don't it be like quarterback standing here hold on
Don't it like quarterback standing here hold me up. I'm don't it all like quarterback
I
Should was good to me that that should was fire, but like I said
It's just like I don't know is the the shit cardio is dropping right now
It's like it's different with every foot like if it was trash
I'll tell you it's different with every shit that he's dropping it like it sticks to your mind
Like you could tell he's really zoned in on the artistry is not that bullshit that niggas keep dropping
Yet an album got to be fire bro when is the album actually dropped
To me I would say so far that's gonna be the most anticipated shit
I remember when my dad left me before he left me he told me he f up having me unbeat me with an iron plug-in
Let besides that this song hits harder than my dad beating me
Well, you know what
Fuck your pops
And like I said before my niggas if your dad never married your mom in that niggas show
You just got to get that niggas pass
You know what I'm saying like at least you got life
At the end of the day you breathing you living
You got life on this planet
Just take that shit as a l move forward
That's it you none of us should be mad at our fucking fathers if they not around if they wasn't around
It is what it is bro
Shout out for the donation don't ever feel discouraged about that shit don't ever be one of those type of niggas that be like
Angry at your fucking dance nigga. They make their decisions that you move on bro
You get the growth be a man and be a better person whatever
I
Told you if your dad never married your mother fucking mom
He was just trying to fucking you just the product of that
So I really can't be mad at the niggas for that if clearly clearly he wasn't fucking with the situation
All right, I got it
Nobody deal you don't hate your posse, but you don't respect them. I mean, yeah, you don't got to you don't got to respect the nigga whatever like that but
Thank you for life move on you was clearly just fucking you know fucking my mom for a smash session
I was a product I get it
I feel like niggas that have kids on purpose will be around the niggas that didn't mean to have those kids they just won't be around
Because the chick
Could make that decision for a nigga doesn't mean he wanted to be there. So I get it
You know you wasn't there you know, you know, I'm not mad at you for not wanting to you know
You was just trying to fuck I get it you was just trying to bang. Thank you for the life though. I appreciate it. Thank you for life
Why create a kid and not take care of it because let's be honest here most niggas that fuck we don't want kids anyway
We just trying to slide in slide out get the cream back shot bust all over the cheeks
The same shit you doing every every bitch you fuck you don't want to procreate with I promise you
But um, yeah, imagine you like fuck a bitch you hate and she like oh I'm pregnant
And you got to share a whole life with this bitch
Now imagine you fucking a bitch you like and she says I'm pregnant you gonna be a static you gonna be happy
You be like damn baby you serious? She like you I'm pretty
Oh shit
But um, let's let's not dig deeper to that topic. I'd be sending some wild shit
Would if it's a girl well if you like to chick your fucking
It wouldn't matter I guess right
But a lot of people have kids with people they don't like why do you think most people be with the people they have kids with
Think about that shit for a second how many people beef with people to have kids with limits pro. Thank you for the five months
I'd be seeing people arguing the parking lots of wal-marts and shit all the time
Bouchiano thank you for the four or twenty. I'm always seeing people argue that got kids because they don't want kids together
He probably was like man, I ain't trying to really do that or you know what that you know, we're back
I'm not really really ready to be a father. She's like sell
Doing it regardless
Now they hate each other now you have a product of something you now you guys have a hate child
You're throwing the kid like a fucking frisbee using the kid as a weapon all I shit
I watched a couple of my homies go through that type of shit
The relationship
The relationship and the kids relationship with the parents are always damaged when people have kids out of when a woman has a kid out of spite
So I've been on Twitter of a dad just trying to give his
Kid a gift for Christmas and she won't let them. Yeah, I'll let type of shit
He was just I well. Yeah, one of my homies was like I haven't seen my daughter in like eight years
I said you serious. He's like yeah, I'm a senior like eight years, but I you know, I've been trying
Yo, I'll come back to thank you for the prime
Why because she had a kid with a nigga she didn't like that's why
Break noon. Thank you for the prime
He was like I tried he was like you know him an excellent father blah blah blah blah like he cuz he got two other kids or does
Yeah, he has two other kids
He's like no matter what I tried to do she will not let me see my daughter. It's been eight years
Sinister thank you for the prime
Because she had a kid with a nigga she didn't like they never could get along when people can people that
People that that aren't in some sort of relationship or have some sort of love for each other or like
Some sort of cool relationship shouldn't procreate
Travante thank you for the sir. I mean thank you for the donation. I appreciate it
Y'all happy new years bro. Thank you
Yeah, like that's how I feel
You just you have in a product like you're having this thing and there's no love involved
There's no friendship involved. It's just like damn. I've really I really was took was fucking this bitch got a little nut in her
Dan out of dumbass bitch got my fuck
Now y'all going back in for like it's just a bad thing
Why bring life into this world look at the Anthony Edwards shit that almost happened
Imagine if she said fucking and had to kid anyway that whole situation would have been fucked up
He would have he really wouldn't have wanted the shit so to be like ah whatever
Shoot had been better like now to be horrible
He had a basketball player his name is Anthony Edwards right
Eh like that should be asked backwards. I know so many niggas are just like
Just fucked because they like they was just fucking a random bitch
And shit happens a little prenut by blah blah and then boom
Now they just the people hate each other and all the type of shit
All right somebody somebody will bring a fucking kid in the world and be broke as fuck
Like why why are you pregnant when you don't even make no money
That's what that's what oh make no sense to be like
You fucked the nigga that don't really have no bag you don't have no bag nothing going for yourself
You gonna bring this shit into the world anyway and just worry about it later
Well, okay now you fucking up that kid from upbringing now you're making the kid struggle
Shit was creaming that's about it
That's about it
So all of us look guys
If your dad wasn't around the nigga was just fucking your mom for fun
Myself included I ain't even mad at you bro. You was fucking for sex. I was a product boom. I get it
You're not obligated my nigga
It's cool
Mom how come whatever happened about dirt um yo daddy a bitch
Wait, what's your media bitch, you know, you know, we we did our thing. Nika just ain't ever been around
What was y'all married? I mean we wasn't married. Why are you asking that question and niggas still should have did his thing
Yo, I got it yo, I got a question um
I got a question for everybody in here this fabulous bro
Ask your mom that one question be like
Be like mom, so whatever happened with like my pops
She give you an answer be like were you guys married and watch watch her whole attitude flip
You know
Now my parents were married, but I guess the niggas still wasn't ready, but that's understandable, but you know
Whatever
But that's just the question I guarantee your mom gonna get hot
Because it was just the freak off session. It was just the fuck session
Or they're probably gonna speak bad
You
Everything good at home. Yeah, that's some talk about it
I ain't I ain't tripping off any of that shit. Yeah, you missed the card to react. That shit was lit. Of course it was a bot
Your mom did it before
They did that shit. They got married. She was crazy. Yeah
Magic Beach dropped the cool one
It's probably gonna be mid-ballessy
You
All right, let me let me show you the type of shit um
Magic used to drop
All right
Let me tell you the type of
Type of shit he used to be in hold on you find it
Like I don't know how you produce some fire shit like this and then you just drop cigar bar barbecues
Electric slide-ass music
The video aka with his his ex tried to expose him you talk about that black girl with the long hair
I don't think that was his ex, but we're gonna get off into all of that shit
Like
Like this shit isn't it this shit reminds me of a fucking 2020
Because this this shit was such a vibe and this one they dropped like this type of shit. He was dropping pro three years ago
You
Went till he gets to the break down part
You
That's what I'm saying, but he don't drop shit like this no more
No more
Watch when he gets to the other part too
You
Shit fire
A whole bar that's what I'm saying like magic beats used to be dropping some some fucking dreamy
I'm like I'm not even dissing him or anything like that magic bees if you if you see this shit
Please go back to drop a hot fire because
The shit that you was dropping in 2020 2021
And beyond was fired this shit you dropped all year been made bruh
The shit's been trash bro you got desert dwellers like
So many fire fucking tracks that this nigga used to drop like
The barbecue shit that's going on now the barbecue electric slide double barbecue play that shit the sneakers drop right now is trash like
Look at the shit he was dropping in 2020
You
Watch when it goes deep
You get the fucking club bruh you want to hear fire magic beats you got to go back two three years
Death flips thank you for the eight months. I appreciate it
I think it was dropping heat in 2020 bro. I think it was dropping cool shit 2021
2023 all made I've ever heard one good track the whole 2023. I don't think not one maybe one if that
So I don't know where the fuck he's getting his samples from and all that type of shit
But magic beats you need to hop back into that covid bag
Dig deep into that imagination. We waiting for fire again, bro. I put a lot of people on the magic beats and we haven't heard no fire shit
Yeah, that's how I found out about him. I just I used to just going YouTube and typing adult swim bump ran into his page because you had some fire tracks as like Andy
Shit's fire
Yeah, I respect them too. I love magic beats work, but I didn't like anything in 2023
So hopefully 2024 he picks it up a little bit, but um yet I should have been mid
You
All right, let's get to these twitter bookmarks and shit. I bookmark a lot of shit on twitter
I just I'm just bookmarked and gang of fuckery. Let me make sure no booty tits. I somehow shit. All right
Do fought multiple pizza workers at one time. I wish I could show up, but I can I can't
So um, let me book that one for myself
And um lick me. Thank you for the three months. I appreciate it
I know he has been making beats for a while like yeah
I think I need to go deep back and back into that bag bro
The reason why I'm in love with instrumentals is because I just like the paint beats
With you know, I want I like the paint beats on my own picture
That's why it makes me open up my imagination. I get to have a vivid imagination or whatever the fuck I'm listening to
I'm not talking about Epstein so don't ask me
Time to refollow ice spice um
um
And thickness ain't there no more though
She like got that athletic shit and the fro is shorter too
Ice spice block you oh yeah you fuck right you how you gonna get blocked from ice spice
Nah, she's sexy undeniable, but the thickness is like a
That's one thing I've done one thing I don't like one thing that fucks me up when a chick used to be thick
And then she just like lose the thickness
Like it's the foundation is shit is still there, but
The thickness just like it turning to like muscle or disappears a little bit
I may wake it up she look about 20 pounds lighter
I think if ice spice came out this small she wouldn't be ice spice right now
With her IG that picture was a was a yeah
We'll check it out she been a she definitely been in a gym or maybe not eating. I'm gonna just say she just hasn't been eating
I would it doesn't really look like she been working out it just look like she does lowered her calorie deficit
She's I mean she still ice spice is impossible for her to be ugly even that picture where her would like without makeup
She still a sexy bitch like excuse my friend. She's still a sexy woman regardless of fact
Um, that's undeniable, you know, she she's sexy, right without even
Looking somewhat zombie-ish without makeup. She's still sexy regardless of the fact
Um, let me check the IG you guys tell me to check the IG
My new thing is this year guys. I don't check nobody's stories on Instagram
Um, hold on real quick
Unless it's ice spice
That's the only person stories I'm checking this year so if it shows I check anybody's stories
You have to be watching my stream and I'm following it was an accident
I don't want to see none of your fucking to this was my life
2023. I don't know what fuck about any of that type of shit the fuck validation it
You know, that's the ice spice I remember man damn she was dead
God damn
Her ass not even close to that anymore
Don't ask me a silly question would I smash ice spice?
I would even be honestly I would even be thinking about fucking ice spice
I just want to vibe for some months and if we get in the fucking we do
But I would be in no rush to smash just let me grip the cheeks give you a couple of kisses on the neck cheek
Chill with you a bit. We ain't got to worry about fucking
We don't even have to worry about it
This is the ice spice I remember
Yeah, I'm in no rush to fuck honestly no rush to fuck we'll get to that let's vibe
That's chill. Let's let's catch each other's personality
If we bang cool, we don't owe fucking well a lot of your niggas honestly your two-thirds theta fuck
Your two-thirds theta fuck just relax
I'm saying relax vibe the fuck out
You know catch a vibe the sex will be better. I promise you
Yeah, but ice spice asked was massive here, bro
That shit gone
She went from buddaw
So all right
She a baddie she's checking a fatty
She's still got the cheeks
But it ain't that bad as it used to be baby. We're still sexy don't know other fucker though
No bullshit. She's still fire. I'll never call high spice ugly
Ice spice could be 220. I'm still I'm still not calling her ugly
Impossible
But she got a hurt she got a link of a playboy cardie, but her and Cardi would make an excellent couple
Like them on a gram together that should be killed at internet, bro
That's that's that would actually be a good I wouldn't be mad. I wouldn't be mad like then she fuck with Cardi like damn like
Nah
I would have nothing to say about the
Yeah, by her cheeks cheeks downgraded. Yeah, you know she used that a fat
Juicy booty
Like she's down to type of cheeks. We could hide your index finger under her ass cheap
That's how you know when a chick got some sort of an ass like you want to know she got ass, bro
Hot see if you got lift up a bitch's ass and see if you could hide your index finger under her ass cheap for all my niggas with a big hands
All you small hand niggas that shit don't count, but for all you niggas with the big hands
Do
Do the booty cheek tubs lift a barrage cheap. See if you got hide your finger under her crease
That's how you can tell that she got Kate
Yeah, I saw she always gonna be a darn bro. I suppose could be 50 and sexy
I think she's on age racefully everything about her. She's phenomenal. She's a very likable person
She doesn't come off air again. Oh, I'm a fucking niggas for this bar game
I think that's why all of us men like ice-wice
She doesn't come off as a boozy chick at all
That's I think that's why we all like her
She's just like oh, okay, she's solid like she's saying cool like
Yo big swan yo, thank you for the six months
Are we on that type of shit because you was asking me about that shit about that Christianity thing because I um
Bump game wasn't true
Yeah, you missed the Carter reaction. We kind of started to stream with that a little bit
Mm ice-wice is gonna age more gracefully than Nicki Minaj
Because she doesn't need any work done to her body
Nicki Minaj look she came in the game with ass with ass shots
Remember that five star chick video a lot of you guys don't know if you remember the five star chick video Nicki Minaj came into the game with ass shots
Like before bbos was the thing nigga. She's so classic. She only forgot a bb. Oh, bro. She got ass shots
Hot far it'll um
Yeah, she was changed the backdrop to her booty
I
Plan no games with the ass. I wonder like if anybody's fucking her right now like
I don't for some reason I get the feeling that I spice it solid bit
I don't know why I just feel like she not fucking nobody
I could be wrong. I don't know
Yeah, you missed the Carter reaction
So I'm telling when I go live you know, it's gotta pull up quick because the chat spam and Carter reaction
We're gonna get to it. It was a vibe though
It was you already know Travis got in cardio. How you go wrong like I said like I said before um
I like the fact that Carter is as flexing his artistry not afraid to do different cadences different voices different styles on tracks
He's not afraid to come up with different shit
Wait, you say iSpice data you two guy
How we comparing iSpice to lotto
The fuck that's not even no comparison iSpice's light-year sexier lotto is not sexy
The fuck
And she got she like fake dumb like she dumb fake arrogant
Every rap about a nigga having a back flying around. I don't like chicks like that
And her ass and tits are fake. I don't like lotto at all like I don't like her looks
She probably a cool chick in person, but I don't find her attractive at all
And I don't like braggadocia shit about I don't like serpent style chicks. You know what a serpent style chick is
I add him an eaves style chick
That's just like a serpent trying to finesse you for shit game you whoops
See what you're gonna buy or I don't like serpents at all
Hate that style of a woman is a serpent bruh
My nigga instead of adding me you need to re-sub game
Your shit says
Previously sub for six months my nigga join the train
I
Banzai banzo thank you for the ten months
Guys you know when you're dealing with a serpent style chick come on. No
There's some chicks we talked to in life where we want it we want them to be different
But they're just they'll never be they'll never not be a serpent
Like we've gotten with chicks in our life where we try to change them at all this type of shit, but they are what they are bruh
I'ma say this right now
If you had a chick that you even remotely thought she was talking to and they didn't hit you up
Last night at all
Y'all don't fuck around
If you didn't get a happy new years by at least two a.m
Throw that shit in the garbage is a dub
I'm just letting all you niggas know that shit throw that shit in the garbage. It's a dub any bitch you was fucking with in
2023 that did not contact you last night
By two a.m. Throw that shit in the garbage. It's a dub. It's cool
You don't gotta say brand you don't gotta be like brand new year new me type shit
But just take it as a dub
And another thing you niggas better a bookmark something like this decor and set and it's real because I'd be to get the same shit
Nobody in here better not have text their ex
Last night talking about happy new years. I bet it's some niggas in his chat that did oh yo
Don't I hope none of you niggas did that
I don't give a fuck if she text back is shit in the dunning
What if she texts you text at the next day be like oh shit my bad. I was vibing happy new years
Lot of niggas followed it in the chat for sure a lot of you guys fold it
I
Brought like
You had to not all exes or hose that's true
But you don't need to say and I mean unless y'all got like that friend cool vibe or y'all still friends is some shit like that
That's a different story, but we talk about a bitch you ain't chopped it up with in months
Why why you think like what the fuck you doing?
All right, so I just been bookmarked and hella shit over the past a couple of days
You know, we just talk about shit
If you got a distinct question for me, it's called bits or text to speech 300 bits or text to speeches how you get me to respond you directly
If you really need me to respond or something other than that it might just get bypass or I might just pick out something and just
Say something book
And guys don't don't ever block a chick. I seen somebody in the chat saying a block. Don't ever block a chick
There's no need because it shows your salty. Why would you block a chick let chicks block you? Why would you block?
I think that's a female trait for a negative block. Don't block the bitch
This move on
So any nigga in here they got a chick block. I'm block them and just don't text them
Trust me it's not that big of a deal. I'm block
Move on with life niggas. We don't block chicks men. We don't block chicks. I got a multi-cultural audience men. We don't block chicks
I fuck the deliver open it and leave it already
If that's the top of time of your own don't act like you didn't get the text open it and leave it there
Because that's what chicks do
I dan it. I got a pussy this motherfucker really just left me on red
Wow, what the fuck
That's how chicks me think it like damn I actually have pussy. He's gonna leave me on red
Yeah
You know also guys if you ever text a chick
And she wait five six seven however long she takes the respond wait at wait that long and an extra dated text back
If you want to text back at all
Don't hit a chick
She waits seven days to contact you then you hit her back that same day. Nah
Everybody gets the text yo tazier. Thank you for the three months. I appreciate it
If if a chicken if you text a chick right and she
Oh
You see me following your my diet advice shut up for the 500 bits. I'm about three weeks
You drop 300 pounds six one two thirty five how much cardio should you be doing alongside the diet every day should be doing 30 minutes of cardio
And shout out for that 500 bits and congratulations
Yeah, if you get if you text a chick right she hits you back three days later wait four days and respond
You said he dropped 13 not three hundred pounds. Oh, I guess I was reading it too fast
All right, so it says making a style is Nike training collection drops in February some chicks said where the fuck are we supposed to wear this shit to
I don't know what the fuck this is
If I see a chick like this in a gym wearing this, I'm literally recording and cracking up
Yeah, this is some shit
You know you fucking try out for the WWE and
What the fuck is this
Making this diet looks so much better with meat on her bones. She does not her head's too big to have this small of a body
And she's like six foot in person
Like I don't I don't like her without all the extra meat. She's yeah, she's yeah, she got a basketball hit
Yeah, I'm not I don't like chicks around ass faces man
Like
You're like she's making a salient as just too skinny now her tits are gone too by the way tits going ass damn
They're going fuck her shaking ass and pledge shorts
Them shits damn near going breath
She trying to she tried to convince us that she still had asked by doing them twerking videos and shit like that
Did everybody kept posting but you don't need to prove to us you still got asked the reason why you're proven
You're trying to prove to us that you still have cake is because you know you lost 30 fucking pounds and that ass is damn near going
Like the foundation is still there, but she just make it a stallion lost too much weight
Still a beautiful chick, but definitely lost too much weight
Goosebumps shirt is fire. I appreciate it. Thank you. The shit was like $12 on fashion over
Guys if you want just some random dope tees the rock just going fashion over all them shits 8 12 14
Y'all know to do
The reason why in the reason why her head looks so fucking big
Is because she lost a way too much weight now. I know maybe somebody with if a woman was in here
You're like how the fuck you gonna comment on a woman's weight like what the fuck
Because if you come into the game
If you come into the game think then a motherfucker and lose hell away
As a man. I got to write the comp. I got to write the comment because I'm the consumer
Right doesn't make it a style you want to look sexy for niggas, right?
I'm pretty sure she just doesn't want to look sexy for women
She definitely wants to look sexy for men too
So as men we have the right to comment on if she still looks good. Yeah her head's biggest hell
Jaw biggest hell because she lost way too much weight. It doesn't match her body normal
That was that post. Let me see what else I got in the books
Look Mario hella shit. I don't know what this is, but it says this is wild. So I just saved it for the stream
You
Say you been in Brazil blah blah blah. I don't know anything that caught my mind was Brazil. I don't even know what the fuck you say
Let me see you been in Brazil. You disappointed that black chicks wear weave too
Oh, yeah, baby wearing the waves over there
You thought she's gonna go to Brazil and just see fucking long style in here nah
So
Push the fucking pack off with the portrait break up
Oh
Yo the negative that does this artistry is suspect
You're sitting here drawing Drake twerking your Susbra
Like you got to manifest that shit and fantasize about a nigga twerking to draw this type of shit
You drew ice spice twerking you drew you drew Drake kicking ice spice out the way to twerk
Nega I saved it because I didn't know what the fuck it was. I went to watch it on stream
They got it saved it because I saw the twerking and liked it nigga
It's called stream interaction. I come on bro. Don't try to play me like that
What's your favorite goose bump's book nothing
Honestly all I liked when it came to goose bumps as a kid is the covers. I didn't read them shit
We all bought them for the covers like the covers was lit. We wasn't sitting there reading goose bumps books
I'm bookmarked
Yo
What was the um I?
I'll be lying to you if I said out of favor goose bumps books
Bro, we all just like the covers the covers had that dope like used to touch the cover
And it had that like raised font like damn that shit looks cool
Not a show different story
Oh
That real quick
Yeah, they got the best book covers. I think that's what even sold the covers. It was the book
The the covers it wasn't it wasn't that the shit was fire
You
Cheer 100 do you think it's normal for a guy to get nervous talking to some females
Like for me if I'm nervous. I embrace that. I'm nervous and it helps create a vibe more
um
The reason why you have nerves is you just didn't fucking of pussy and on top of that you're overthinking you're overthinking it too much
Like you're like damn like I'm gonna fuck like
All right, let me like see if she likes me
And honestly it I think it's like an experienced thing like you don't the thing is most men
I think you're afraid of rejection like no man wants rejection
Like you don't want to holler to chick as she tells you know you'd be like damn
Why I really she wouldn't even have fire she just had a cape
She really just gonna tell me like nah
Honestly look I'm gonna keep it a stock with you guys. I'm not a cold approacher
I'm really not
I'm like
I'm just not that guy breath
You gotta sound request you know how to get it on I'm not the guy. This is gonna go up like
Yeah, so uh phone already out
Yeah, so
Yeah, just want to ask you like a quick question like I want to know if you were single phone already out
Oh
Fawza bitch. I'll be like the fuck like why is this phone out
I'm not I'm not the cold approach in type I never have been I've only really done cold approach in life I hand full of times
I'm more of like a mutual light if I see your looking or there's some sort of synergy
I'll sort of that I'm not just gonna go up to a chick that I did not see looking at me and just try to holler at her
I've done it before but
It's not something I like doing is not something that I need to do
And it's just never really been my thing it's gotta be like some mutual shit where a woman asked me a question and we go back and forward
There like
It's just not my style
It works for a lot of men for me. It's just not something I like to do because it it allows you to be vulnerable
And it just shows a woman that you want sex if she's smart
Um 300 bits or Texas Beach
All right, so Cardi B was talking all that shit about off-sake. Yeah, fuck you bitch. I think I'm all alone
You know, we're not going off from her fans and all that type of shit
And look she party in with with Bobby
From loving hip-hop Miami offset. They all throw a money in a strip club
I don't know if they together and not
But according to you know as far as this card to be an offset shit they got kids together
um
They might not be together, but maybe they just like still cool last friends or something they probably just got a cool friend vibe
And like I said guys I said this should be for but this is something I would have said anyway if you've message your ex a happy new years
Go sit in the corner think about what the fuck you did shout out corn by the way like
A lot of his teeth tweets be I said teats a lot of his tweets be wild, but then they could be posting some funny shit sometimes
My close friend is a lame dude spends his time on discord and being a weirdo
We've been friends since middle school now in high school. How do I get him to stop being a lame dude is sexless and has never had a gfs
Ruining our friend group at school
All right
I'm on our own quick let me reread this shit. I
Give you a very simple fucking solution
I'm gonna tell you something I did
I
Nuh all right, so I'm a reading again you say your close friend is lame do spends his time on discord and being a weirdo
I've been friends with him since middle school now in high school
How do I get him to stop being a lame dude is sexless and has never had a girlfriend?
He's ruined in the friend group
Look, I'm gonna keep it a stack with you
Only a real friend is gonna try to call out and pull your card
A real niggas gonna ignore you a real niggas not a real a hold on a fake niggas gonna ignore this shit
A real niggas gonna call out your shit. It's not even about the girlfriend shit. It's about the fact that
You grew up with somebody that you want to see succeed and move forward in life
You and all your friends are preparing to move forward in life. This niggas on discord 24-7
You guys got to remember we're like in a timeline where
Like the average kid ain't really a kid no more. You know what I mean
Like niggas got to grow up fast as hell now, so
I understand why you feel like that about somebody you grew up with that they're just sitting in discord riding their their lives the way
Two of the homies right it's these two these two twins
They used to kick it with these other two twins and I remember I seen them in the gym and I was like yo
I said um what they were talking to me like man like
Did you know such and such cut us off? I said what they cut you guys off
They were like oh they said that they didn't they said that because we didn't want to go to school and be electricians like them
That we were lame and we were wasting our time and we didn't want to follow the same career path
Because everybody that they kick it with now they're all electricians
Some niggas are just like that like
They want like some friends are gonna be hard on you and want you to succeed and if you're not moving at their level
They might just cut you off
So you you're doing your homie spending all this time on discord and being a lame and a weirdo and shit like that
It's not even about him having a girlfriend. I should as a relevant girl friends are like overrated
It should be it honestly should be about fucking right now building experience
Um or just building experience falling in love
Realizing his fake that's what you're doing. You're like 1615
You falling love you realize this fake so by the time you 25 you then did it again your times and you know his bullshit
And you can really just be out here on some real shit
um
But yeah, I would just say I don't know if you had that talk with him
But honestly, you should have that talk and be like yo like
We're really on some different shit right now the discord shit
It's like a hobby, but we're really trying to move for the different direction bro if you really don't shape up
We gonna kick you out the friend group
I don't see nothing wrong with the fuck you talking about
I don't see nothing wrong what you just said outside of the girlfriend shit
Um
Outside of the sexless shit too
But as far as like it just sounds to me like
You care about
The environment you're around
Just that simple
And um, let me tell you guys what I did so I kind of did the same shit. I remember when I was a freshman, right
All my friends were geeks
So I always I wanted to get out of that geek stage like I wanted to get out of that gloober stage
I was like man like I'm kind of filling myself now like I want to experience girls like um, I'm handsome
So I spent my whole freshman year kicking it with dorks geeks niggas wouldn't wear in jays like
Oh no, oh
Don't want niggas what
Like just the swag wasn't there all of that shit
I was just and I just I wanted to be a part of the cool black crowd so bad. So I was like
I should just envy that shit like damn like I want a friend group of Jordans chicks like
I just want to be on that cool shit
So bro
Uh the poignator thank you for the three months hope I said that right so bro
Soft more year came they thought we was they thought I was going to kick it
Bro, I literally wishes I grabbed one of my other friends and we just ran from these niggas
And it was chasing us. I'm like nah fuck y'all we just started running
I
Had to ditch those niggas after that. I got the sexiest girl in school
I don't know how I did it. I got everybody was on this checker at the sexiest girl in school
Everybody started to know me a little bit more like I started to come out of my shell a little bit
Cuz I ditched the safe zone teddy bear goobers
Hell yeah my cut fuck them. My cut is expired, but the banny swaggy though
Um, you know about that two week mark my cut starting to expire my barbant responded to me. I hit them Friday. So I'm wearing a banny
I could have rocked my hair, but why?
Um, but uh, yeah, so
Shit sometimes you got a ditch to save zone teddy bear goobers
We could be cool outside of school or whatever, but just be like yo
But if I would have never ditched my friends if I'd have never ditched my safe zone teddy bear goober friends
Bro I would have never evolved
God I never fucking evolved
Those same niggas don't hit the gym now got guts
Not swaggy to this day
Not doing nothing cool in life just you know just got kids, you know just living a basic ass life
Worked to to live over the weekend
The miserable shit the revolving door type shit
Niggas don't hit the gym
No, I was never wearing my hug and typing niggas. Uh-uh. I never made first moves. I'm not an aggressive guy
None of that type of shit
But yeah, so I did honestly I did the best thing personally
The goobers be the best homies. I mean, I still know those niggas and everything like that, but
Are like our our lives don't match at all. I went this route
Them niggas state and went to traditional route. I didn't go to traditional route because that shit was gonna make me sick
I was gonna be miserable. So I didn't go to traditional route. I went around stay with it now look
I could easily went the route just, you know, fucking some chick like locking myself down. How is him kid like?
I'm a fucking miserable
It wasn't it wasn't written for me to do that basic shit
You ditched the safe zone goobers are exactly yeah, bro
On top of that
On top of that you can see that certain people are not motivated. You're not allowed to sub them. What the fuck happened?
You good though
When I'm sure when you can you will
Was it give you like an error or something like that
All right, let me see. Well, yeah, I air. I wonder why anybody else getting an error when it's time to resub
Or you just got to wait out a specific time to be able to do things
No, shut off for the um
Teen what's that
Tim Mitsu
I don't know if I said it right. Thank you for that gift. It
Yeah, wait to refresh the browser. Yeah
Air to gift there as well. Oh, yes, her shit then
You know probably fucked around it farted on the iPhone got to let it air out refresh it
No, it's not about being a nerd like being like you could be a cool last nerd and shit like that
Oh, he was able to he gave you a candy
Teem him
Teem him it too. Thank you for the candy
You just saved her a month
You
She probably not gonna like that but
It's like yo, she mitzu ah
Timitsu
But Timmy mitzu got you
You
You said a candy mod
Ah, you were supposed to gift no mod you never supposed to gift mods
It's just it's like fougazie damn near but it is what it is you didn't know that
You
Somebody already gifted you you just got to refresh your shit because we don't see yourself
Um, all right, yo, this all right. So here's a little controversial thing right this shit being going viral on Twitter
Um, this shit has been going viral on Twitter
Uh all day
I
Give my opinions on it you refresh like 10 times damn it. I don't know what's uh
It says pre yeah, I don't know what the fuck going on but
I'll give my thoughts on it
Ups that men should not do especially grown ass men, okay
Now remember I'm gonna go through all points because
I was a guy that worked a lame job
You know fear looney
W march. Hey, thank you. I appreciate it. I told you that she was far. Thank you. Check the story on Instagram too by the way
Here's a list of jobs that men should not do especially grown ass men, okay?
For one McDonald's burger king Wendy's
Matter of fact any fast food restaurant if you think that you're a grown ass man working in a fast food restaurant is okay
Something is wrong with you
Uh
Cunger. Thank you for the gift it all right. So here here. All right. Let me let me speak on this real quick
There's nothing about what a starter job. I think the way she delivered this shit is different
All right, so I think the way that she delivered this shit is she didn't really articulate herself correctly
It's a there's nothing about what a starter job when I see a nigga that drive through working at Wendy's any
I don't ever be like this nigga working with me
I'll just be like okay, nigga got a cool job like not not prideful trying to get his bag and and start from ground up
You got a crawl before you could fucking walk
But the thing is she didn't really articulate it correctly
So it's rubbing people to wrong fucking way niggas have to work regardless of the fact
You can't just like wake up and get a bomb ass job unless you're a nepotism baby
Outside of that you cannot wake up and get a fire ass job niggas have to work like you gotta go to work
I've never seen a nigga to job and be like it's nigga working Walmart
Honestly because I was that guy
So I've never I've never could see somebody working a job when I know how it feels to work that job and need that check
But I'll look at every job as a step in stone job
Bro these these jobs that you work at they're stepping unless you make salary is not a career
So it's a step in stone jobs, so don't get too comfortable
Like get your bag pay your bills but look at it like a step in stone
It's not a job. This is a career. It's a step in stone unless you're building up to make that shit a career
But she just articulating herself wrong and is making a lot of niggas mad blah blah blah
All right leave those jobs to the teenagers my nephew can't even get a job right now because there's some grown-ass men in his goddamn forties
Flip in my goddamn burger
Yeah, all right now, okay, I agree with that type of shit
Look I agree with that type I'm not gonna argue with that
It's just you guys know how black women are man black women are very aggressive masculine
They just gonna shit on you
A
Lotina would have delivered depending on what type of lotina she was she would have delivered it differently
If it was a Caucasian woman aka ice queen she would have delivered it differently
But when you're dealing with ball raw gas energy, it's like come on bro
You gotta be able to watch this shit and not get offended the problem with this shit
There's a lot of people get offended watching this shit and they're not like
Understanding where she's coming from that just like this bitch really go this cuz I
Yeah, we're gonna have us out like nigga
We're damn like what the fuck like
At least I have a job
That's not what she's trying to say
Okay, let it go leave it alone that job is not for you anything in retail okay
I don't want to see no grown-ass man handing me a dress. Okay. Why are you a grown-ass man working at Ross?
But
Upsword, brother. She's right
Look I can't really argue with her breath the I grew up a women that there was talking the same type of shit
Yo, if there's anybody in there that's black and you came from a a background of powerful black women
This is how they talk
If if you didn't have a black woman that was talking like this when you were growing up
I don't know what type of black women you grew up around
Cuz this is just the way this is just the way black women are man. They like I don't know why but
I've been hearing my whole life
T.O.C. I don't want no scrubs. Destiny's child bills bills bills so on and so forth
Uh
Thank you, Mr. Pimp. Thank you for the four
Am I letting my daughter data scrub?
Fuck no if I had one fuck no you already you guys know my my ideologies with that shit
The only way I would accept my daughter even dating a random ass nigga in high school is if he was like
A collegiate athlete on the verge of a collegiate athlete a high school athlete or a budding actor
Something like that, but yeah outside of that
She'd be like that. I have a boyfriend. I'd be like oh you do out of okay. Well, what is he aspiring to be
She'd be like oh um
People found out she didn't have a job in the comments. She does. She's a content creator, but um
She'd be like oh um, you know, he's just in my class my science class
I'd be like okay, so you guys are in 10th grade and
Or you're in ninth grade and he's not like on any type of team. He's not like
He's just a regular kid
She didn't like what's wrong with that out of like I thought I raised you better than that anyways um
I don't yeah, I don't give a fuck about medium and no you can't go in the date with a lame
But see put it like this
Bro, honestly, I would never have to deal with that because any kid of mine would be so like
The levels of exception would be so high. They would never do no shit like that in the first place
So
The way that they would be raised you will already know not to come to the table with a lame
So my daughter would like if I had a future daughter, right? She would she would already be raised with the best shit
no
All of values all she'll see she would never date a lame in the first fucking place
So she would never come to me with a lame ass nigga in the first place
She probably if she was and she was the fuck with a lame nigga
She probably would have kept it on the low he'd be like damn like
Like I did like is there any way I could meet your posable blood? She like no like he's not gonna like you like
Unfortunately like yeah, I think you're cool, but like you're not playing basketball you're not in a football team
You're not like you're not aspiring to really be any look you know what I'm saying
So nah
Nah
No
Because I'm gonna ask I'm gonna be like oh, what do you like that? You want to meet my boyfriend or can I go on a date with Roger?
I'm gonna okay. Well, what does Roger do? Oh he works it um
You know, yes a job okay. Well, what's what's Roger's job?
The real question is does he have a job and is he on the verge of being something great
Because you're on the verge of being something great you grew up with everything you wanted you got everything
You needed your smartest fuck. I told you everything about men. So what's what what's the breakdown on his guy
I'd have gave her a piece of paper
It would already had the breakdown rubric with points and everything. I don't want to fill that shit out for me bring it back real quick
She would have filled it out. He would already flaunt the pre-test
I don't blame. I'm not meeting this guy. Like why do you even bring this shit up?
But
But I would already have rubrics and papers and and pop quizzes and pre-test and shit like that ready to go
Like me personally when it's time for me to have authentic kids
I'm taking a shit so fucking serious. I will not make any errors or mistakes like any of these parents like
Watching the kids I grew up with the little errors that my parents made. I will I will not make any of those fucking mistakes
And neither should you guys any errors that your parents made growing up fix it all. It's up to us to fix it all
Would I let my uh my son data scrub
Well, he's the provider so if he met a bad bitch
That what he thought was sexy
My my son would already be on his purpose from four years old and up
So I wouldn't care what type of chick he brought to the table if she's fire you're the trophy
So if you want a trophy like a little
Fire piece on the way up. That's cool because you're already on the verge of greatness anyway
Men is different the rubric is different women like men. We don't
All right me personally. I don't care what a chick is aspiring to be if I'm great
How about I make you greater after you start fucking with me if you got all that shit cool, but I mean
I could fuck with a chick that's working at a department store or something like that because I'm gonna make you great anyway
But it's different when it's it's different vice versa
Oh
Let's get back to the clip that makes absolutely no sense. Okay target
Marshals like guys give it up
Honestly though
Niggas working at marshals
If it's not a stepping stone that shit got to be slightly embarrassing because all chicks work at marshals
Like that's a store
They're mostly women work at
Especially in an era we're in we're like you're gonna be judged so crazy by where you work
Honestly if I was a man I'd rather work at Walmart than fucking marshals
At least it's like it's a mixture of men and women, but going to marshals working at marshals as a man
For I go apply at Walmart ASAP fuck that shit
Marshals manager they be women too
Okay target
Marshall target a lot of dudes work at target and they're not with that as a stepping stone job
Burlington
Not that's a female job too
Like guys give it up leave these jobs to the kids leave these jobs to the teenagers these are jobs you get in high school
In college, but once you're a grown-ass man you do not need to be working any fast food restaurant or any retail restaurant
And for you high-value men that think that it's high value to work for the city
All right, this is gonna piss a lot of your niggas off
Um, let me ask you guys a question chat
What is a high-value man to you? I don't even like the term high-value man
But if we were to use that term what's a high-value man to you?
um
Like god, thank you for the three months
You
All right, so yo
So what what was the chat saying what's a high-value man? Where where there was a high-value man to start at?
If we you know we take in 20 you know high-value men is a 2020 term
You
Um, hold up
Naruto thank you for the nine months much appreciated
75k or more
So
75k is a high-value man to you
All right, so the 2024 guys
2024 high-value man is 75k to you
I'm sorry guys, but no, it's not
To even to even play around with that type of word you got to be clocking in six
Look at the world ring look at the inflation look how much rent costs how no house notes costs homes cost
If you're not touching six figures you can't even play around with the word high-value man
You can't I'm sorry guys 75k ain't no fucking high-value man, bro
To me 75k really me you're not trying to make more money
You can't be in order to even play around with the word high-value
You after taxes you got to still be at minimum making 100 plus bands a year
No 75k is great, but it's not high-value
If if you're on a date with a chick, right
And you guys are having this conversation and let's just say you're having a conversation with a chick and you guys you're like, yeah, so
You know, I thought it was funny, you know, I'm I'm going over this YouTube video and you know discussion of high-value men came up
You know, I just thought it was funny as a woman. What do you consider a high-value man?
And she's like well
I mean high-value it means since we're talking value. We're talking about revenue, right
Like yeah, like yeah, like revenue and you're like comfortable you sit near
You know you might have good accessories on you
You might feel like high-value and she's like, you know, at least about a hundred thousand hundred and twenty thousand dollars a year minimum
Yo, what be like thank you, but a 19 months big salute
How the fuck you going feel
I
Honestly, if you're not making six figures as a guy you're not trying hard enough
if you're making
Under six figures in your comfortable
Let's get let's get this because you could always make more money
If you're make if you're not make if you're making 75k and you're comfortable you're lazy
I'm sorry to break it to you
Because if you can make 75k you can make a hundred K if you can make a hundred K you can make 200 K
That I don't know that's just my fucking philosophy
If you're making 75 I feel like you can make a hundred
If you're making 75 and you're staying stuck at 75 you don't want to make 100 you're comfortable bruh
But boss that's a lot of money. There's a lot of ways to get money
You
Could work your job and have side hustles. Don't ask me the side hustles. That's for you to figure out
But there's lots of legal things you could do with your 75k because you could still save money
We're depending on where you're at you could still save money with 75k and really funneled that money into doing something else to have a side hustle
As men we got to think a little bit deeper than just you know what I'm making 75k
Shit I shit cool crack open a big
Shit got a nice little spot TV cool couches
That's how some niggas think like you don't want more
for me
I'm never satisfied with any amount of money I get because
You let's just say this
If you offer me a hundred bands, I'm like okay, well my clock in the hundred
But that's really not that's a like little cushion, but it really don't like fast and aid me
Once you once you have a certain once you've got a certain amount of money and you've seen big numbers like
Shit don't really fast and aid you when you're really mathematically breakdown what a hundred K is you be like ah
I mean I'll take it but
I'm gonna try to get more
I
Know that's just the way I think bro. I
That's just the way I think I always like
Try to see what else I can do
That's why I'm not a negative the turns on his consoles unless I'm streaming because I'm like
Why would I burn time gaming if I'm not live if I'm a game I'm live if not I could be figuring out something
to try to like
Get even more money especially when I'm when I already have a fan base I could
Try to come out with new merch like I'm always trying to figure shit out
But me I don't cut on my consoles if I'm not streaming there and fuck no
Now when that tacking eight drops. That's a different story. I'm like, you know, I might do a little pre-workout gaming like
You know
Mm-hmm because I can't I can't play ranked you know on stream. So
I'm not gonna lie when the tech of eight drop take my pre-work of 30 minutes, you know game for 30 amount maybe 45, you know
You know, I have a little bit of spare time before I before I hit you know hit the gym and all that type of shit
Of course, I played the tech and eight demo
But um yeah
Let's get finished with the rest of this. Let me tell you something. You're absolutely wrong
All right, no police officers no firefighters no construction workers no mailman
All right, she lying about that not fire fighters can make over 100k year police officers can make over 100k year
I have a city job in Nevada. I make 65k before taxes. I want to quit my job and get YouTube money
Could you give me some advice? I want to hit 100k. You're either your mother fucking mind
See that that's where niggas get the shit all wrong breath. I hope that was a joke
I really hope that was a fucking joke. I'm gonna read this shit again
I'm gonna read your donation thing again. I think you were you had to be fucking drolla
all right, so
Hold on. I'm gonna reread your shit again. Thank you for your donation
I'm sorry, but to me fire fighters can make over 100 bands a year police officers with OT all those jobs like that like police officers
Fire fighters and shit. They all can make well over 100k year with OT
Everybody knows that if you know cops and firefighters. You know what the deal is is now like this little shit the bitches is not knowing what she's talking about
Oh
Hold on real quick
She probably don't know one cop one firefighter
She I know what the fuck she's talking about, bro
Bitch tripping
Hold on real quick uh
You hit a firefighter and police officer slander when you don't know how it works. Yeah, that's we're gonna fall corn for that one
All right, so you said you have a city job in Nevada. You make 65 K before taxes. You want to quit your job and
Make
Hold on you want to quit your job and get YouTube money
Could I give you some advice you want to hit a hundred K?
All right, so to the person in chat
Why do you want to quit your job and make YouTube money? You got to be you got to be trolling, bro
You
You could do both like I always tell people don't quit your job and till you could double or triple what you were making on your side hustle
Now me I quit I quit working period when I knew I just didn't have to anymore. I was just like what a fuck do I got this job like
It's not doing nothing for me. I will I make way more just being low to your guy like I could I could finally quit
But if you got a job 65 K how you make that hundred K and
Let's just say this you're not gonna get YouTube money
Just to let you niggas notice type of shit
Anybody think that you could just do YouTube good luck
Because the way the way they break it down
You have to have to even start earning any type of revenue
You know, let me let me break down this YouTube shit for you, okay?
Mind you I was a guy today YouTube for like close to 10 years. I didn't start making money on a platform to like 20
The tip of the tip end of 2017
uh and back then in 2017 I was only making $1400 a month on YouTube
But I was like damn I'm making $1400 or you oh shit anyways
So let me break this shit down to you. So the new age YouTube shit
Here it is you're not gonna make no fucking money on YouTube. Just letting you know
So
Yeah, somebody in the chat says you got to have 500 subs which is hard to get
And 4,000 watch hours just to start that's a lot of watch hours
That's a lot of that's a lot of subs to get and an oversaturated market
oversaturated market on top of that you don't know your niche
You're probably trying to copy somebody else you don't know what the fuck to do
You have to stand out amongst billions of people on the platform or millions on the platform
Most likely you're gonna give up
So you can never like
Honestly, you can never just like say I'm gonna do YouTube
It's like okay, I'm gonna do my job and then I'm gonna grind YouTube on the side
That's the real answer you grind you grind YouTube on the side while having a job
And if you happen to be one of the lucky niggas that as a needle in the haystack to where you could start making six figures that you're on YouTube like I did
Well, I mean shit good luck
Um legit cricket 123. Thank you for the seven months
Yeah, exactly it should be a passion first because there was for years I did YouTube for basically free
Just for the passion
I
Did YouTube for free for so many years just for the passion of it. I was just like I just really enjoyed dropping videos
And I just I wouldn't quit and I just kept grinding and just kept going and kept doing it
But quitting your job is to
To pursue I mean you could be one of the magical niggas where it will work
You could be one of the magical niggas where shit could work
But um
I mean, let's be real here. We're dealing with oversaturated market just like when somebody says I want a stream
I'm like the fuck you mean you want a stream
Oh, okay, we'll stream
But are you just trying to stream or do you have a job while you're streaming
Or do you have the luxury of living at your parents house while they just support everything you do while you could just stream
Nah, you should have a job and stream on the side
A lot of a two where a lot of people fuck up when they start streaming they try to be like somebody else
Like nobody's ever gonna fuck with you trying to be like somebody else every known streamer
You know we all got there. We all got a personality that separates us from the next none of us are carving copies of each other
When you hop on you like damn I see loads of garbage or damn I see aint doing this I see
I see brood like I see I see rate like you can't be like none of us niggas
You got a you got to figure out like
You got to come on air be authentic and just like hopefully people will gravitate towards it
But the second you try to carbon copy any niggas already know your flunk and fail instantly. I'm just letting you guys know
Oh
Well none of us are the same
We all different and we just happen to be peers in the same game, but we all like got our own distinct different style
You can't come out be another dreadlock nigga trying to be coy like you can't wear the fucking
You know coming to America here style be loud like rage you can't do that you can't come into the game
Roast the niggas watching my old clips borrow my swag. It's not gonna work for you
You could try it, but good luck
You
Nah
Cuz to me that's what is here really quite
Nah rage that's the nigga that's dummy, but um he do get that coming to America type shit going on
Oh
Okay, you'll admit it. I stay with my girl. So she handles the bills. Let me know anyways
I'm just tired of my job waking up at six a.m. Coming home at five. It's slavery
I'm just trying to pursue my passion and make money streaming slash making videos on me, but I want quit
Yeah, you live with your girl hold on let me see this shit and you are ready to even in fuck situation
I'll just have an conversation wanted to hold me today
About the type of shit
See so okay, I made it I stay with my girl. That's where you fucked up. She handles the bills
So if she handles the bills you pay the rent, right
I'm guessing that's what that means if he says she handles the bills, I mean a little bullshit electricity all that type of shit
Why would he not be paying the rent if he makes 65k here
She pay everything wait who's the nigga to set that who are you in the chat
Now I think the niggas trolling like
Now you trolling bruh
Let me just read you shit again. You said okay, I made it I stay with my girl. She handles the bills
Slap him eyes off anyways, I'm just tired of my job waking up at six in the morning coming home at five. It's slavery
Okay, I believe you
I'm just trying to pursue my passion pursue your passion bro and and work
If you but my my look my
My thing is guys like always say don't get financially locked in
With any chick
That's where you fuck your whole shit up because when you guys start like
Split in bills and car notes and fucking like that shit will fuck over your whole shit
Or I lived with three different chicks. It was the worst experience in my life
Thank God on my I bet I got out those situations
And they were all like forced situations. It's not something I really wanted to do
I just felt like I was obligated to do it
Like every man should have his own spot
You should never do you should honestly you should move in with no chick unless you're about to getting unless you guys are engaged not about to get
If you're not engaged to a chick you shouldn't be living with her personally
That shit is a
It's just like oh man. Just thinking about it right now. It's just like a disgusting feeling to know. I just got to go home
To a chick out of obligation like
If I didn't put a rock on it
Hell no
Because then get times divided to like you want to be a streamer you live at home with your girl you trying to do YouTube you live with your girl
Good luck with that
Keep continuing going to work my guy my thing is if you guys don't share finances get your own spot
$65,000 a year living in Nevada. You're straight get your own spot, bro
No post office
If you consider that a high value man, you're absolutely wrong. Okay, you can make a good post office is a good job too
There's nothing high value about making sense. Oh no, but a high value, but it's a good job
You man that think working for the city is high value it's
I mean you can make that 100k
With a government job, but you're gonna be killing yourself with OT
I mean kill it
And you might make the 100k, but you might not see it once them taxes come out
Now this earthquake shit was creepy. I'm not gonna really go off into this. I just saved this we can look at it
That shit looks fake, but it's real
Hey, I'm
I'm not living in no place where earthquakes are prominent. Oh, we got some ballrog energy for you guys
It was home
Had to be a rug
So let me tell you about this shit, right? So there used to be this god. He's the coming to barbershop
They used to always be like I got that alcohol. You only that handy that patrol. I got you
Whatever y'all nigga need you let me know right that shit down got y'all nigga
Maybe like what do you got right now? He'd be like shit. I got
Hose quiver. Oh, I got uh, I got the 1942
Don't know how they got all this shit, but yeah, this is what rugs do
They go in I don't know most of play most of these places lock up alcohol. So I'm not sure what he's stealing
But I don't know if he's still in
Champaign or whatever the fuck this rug is still in but I don't know where the fuck he's at, but where I'm at
All this shit locked up now
What state is not locking up shit no more you can't even have access to this type of shit anymore
Because they know
Broke ass niggas coming here still again your alcohol and refill it on the streets
In the midwest they don't lock it up they gonna start
You say you live with your girl she pays the rent and bills you work for the city live with your girl is cool because it's her house all hell no
No
No wonder you ain't so if you don't want to pay no bills in your girl house no wonder you ain't a sub my nigga
You can't even commit to $3.99 a month
He gifted ten over time
That doesn't mean for the week or anything like that that means in total
The
The walk credit union. Thank you for the show
Thank you. Thank you for actually southern you committed to something and now let that be the first step to get in the fuck out of your girl's house
That's why you feel like a lame right now because you're living up under a chick no man could ever feel like a real you can never really feel like a real man by living up under your woman
You'll you'll never feel complete
You're gonna continue to feel like shit. You're gonna continue to feel worthless. You're gonna continue to feel
Yeah, you're gonna feel like a testosterone's lacking in everything because it's still her shit
That's why there's that emptiness and incompletion in your life because you're living up under a chick
Get out move out bro
Get your own spot if she don't understand that oh well, but you gotta you gotta find that self happiness
You're not gonna find that shit living in your girl's house
On top of that is there any way we could see I would love to see what this chick looks like is
A relationship is definitely based on set all hell now. They can move the fuck out 27 fuck about a 45 year old my nigga
Oh hell no
Bro get the fuck out. I know what do you feel like that is you feel like you fucking your auntie, bro
Feel like you fucking somebody's aunt like you fucking somebody's mom
Your professional dick slinger fuck that
You
You can still hold that alcohol that's crazy
Just wrong in it
No shame
Oh
All right guys
I want look I want niggas to learn off shit like this men all right multicultural audience
I want men to to learn about this type of shit
She said is it me or is it giving sassy now she posted his text messages
This should give you like the blueprint on like how to not text women
So she said hands just he said years later was said so you already came saucy
Salty my bag you already came salty
So you you responded femininely
Like the way you're supposed to respond or she's like hands just instead of saying years later was said you should like man
I kind of laid but what's going on
You
See I just changed it up and make it playful
But still saying the same thing anyways
Hey, it's jazz years later was said
You know, I mean, I still hit you though. I didn't forget I mean you did you did till I said okay
How's your night going like of accountability and dismissive
me I mean, I mean, that's very judgment. I've actually quite busy these past few days
So excuse me for not hitting it right away. I take accountability for not hitting you
And keeping our conversation going um
Did you want to keep talking about it?
condescending
You're just a real woman victimize get so don't see where I said I want you to keep talking about it. I stated
And then she wouldn't like that's yeah, that's that's given sassy energy for sure
You acting like a bitch
Exposed yourself as as a beta or as a nigger this tool emotional right away right off the bat
So that means she could easily wrap you around her fingers easily
You're an emotional nigger. Honestly chicks like this. You got to stay away from niggers like this
This is the type of guy that's gonna bust your windows
You know pop your tires
Put hands on you all that type of shit. This is this is something you want to avoid as a woman for real
Um you an emotional niggers and irrational nigger
You know streamers about time get the streaming
She said let me give you some background. This is the only previous kind of what I have with this man
He said w.y.d. L.o.l
I'm and then he double text men never double text by the way
Um unless you're just trying to follow up and see what's up
But after that double just don't ever hit back if you do decide to so w.y.d. L.o.l
So he said that 1103 he wrote back an hour and an hour and 30 minutes later
So it was a real double text it wasn't like a day later you tried to follow up
It was an actual double text
Hit her back an hour and 30 minutes later. I'm trying my best to hold this conversation my bad. I'm working right now
I don't be on my personal phone like that when I'm working face time tonight
Is that your way of asking for my number?
No, uh, no, I was just gonna give you mine uh you could slide the yours if you want and that's the only conversation
She had in this niggas flipping out
Well
Well, I'm reading it as a as a black guy because it's a black chick
Now I didn't go over yet. It's in my bookmarks though
Yeah, Halle still thirst trapping
Now Halle still looks good, but thirst trapping is 60 is crazy
And
She got to do
Oh, she 57 my bad. She starts trapping at 57 is crazy
Well look she looks great. I'm not gonna lie. She she looked better than most bitches walking around
But I just always try to figure out
If I'm van hunt, I'm wondering like
And
Have you guys seen van hunt? Oh, I'm absolutely banging Halle Berry is sexy as far
Have you guys seen what van hunt looks like
One last thing I'm just trying to take that next step. So I do understand working my job
Doing YouTube on the side. I'm just trying hit that carefree lifestyle travel wherever I want
There's more to life than working a nine to five till you die
And fucking with a 45 euro chick
Start off by getting your own spot. It's 2024. Let's kick off the year which I'm spot, bro
All right, let me let me Google a picture. Let me find a picture of van hunt and Halle Berry
You know, I'm pretty sure he you know, they love each other and shit like that, but
I mean clearly Halle takes care of our vanity correctly if I'm van hunt. I'm dying my beard black
I'm being swole. I want to be in the picture with you because
I can't have you sexy on the timeline like this if I can't be standing here with some TRT abs and biceps
I
Should have been in this pic. We should have been this elevated together sexy
Dream your soup with the 20 fucking months a big salute, bro. Thank you for that. I appreciate it. I give it a reset
Because I mean Halle Berry clearly still loves her vanity and keeps herself up
But you know van hunt like and I'm pretty sure Halle Berry loves van hunter whatever but
She also loves to be sexy. Let me go back to that shit. She also loves to be sexy clearly. She grew her hair back out
She feeling it. She got her legs popping calves popping. She looks good
But if I'm van hunt, I'm hopping on TRT ASAP
I
I'm dying my beard black like p bitty 24-7. I'm not gonna be out here on that super on energy
for sure
I'm deaf. I can't let you just I can't let you I know I know we're we're a good couple blah blah blah
But I can't let you outdo me with sex appeal. I still got testosterone. I just couldn't be that guy, bro
But Halle Berry she still looks great, but if I'm van hunt I'm feeling some type of way right now
I
100%
If my if my 57-year-old
Hot fire girlfriend
Coming on his bitch talking about hello
2024 if I'm him. I'm on TRT. I'm abbing it up
Squatting it up sitting it up by stepping it up coming on here like 2024 hunt
But hey look don't take my mother fucking advice
Unigots don't hit the gym as he was going to happen because a lot of these chicks they're beating their niggas in the gym
All right, I don't know what this is but somebody sent it to me
Drill a bit. Thank you for the 16 months with the diamond cloak
Much appreciated. Thank you for that. I reset
You
Don't let me warm up some food real quick
And I'm a play like a track or so
You don't think it matters, Star. You always come in here with the lame ass takes
All right, nigga don't hit the gym, Nambra. Keep sitting on couches and shit
You
Every woman likes abs likes a good chest to lay on some biceps the hole
Trust and believe that I'm not just saying it every woman likes biceps chest abs leg like come on bruh
Let's not be died delusion later
You
Go
Was that a magic beach strike
That's so that's the fuck I was talking about
You see
Damn, it sure was and he just don't be coming up back. I don't worry. Let you all right. Let's see what this trailer is
We're coming out. We've got a bit of an infestation here at the storage facility
I thought it was just rodents, but there's something else in here
Yes, you're everywhere
Try to take care of it ourselves, but
You're a giant rat, so shit
F**k is this shit
What the f**k
This co-op though, so it'd be like something fun to play with some buddy infestation
The fuck's this shit come out
Horror games, I mean if you want to call it horror
Yeah, lethal company I'll be playing that being Bruce we supposed to play it
You thought it was leap through company two
I don't like about lethal company's a graphics is that
All right, so we got a I guess mermaids have been caught
Resident Evil 7 come on, I beat all the Aris you late
That's one of my favorite um genres
I
I'm trying to watch it with a straight face
I'm trying to watch it with a straight face, but I just want to see if there's any dumbasses in here
I really believe the shit was real
Like they would just be chilling in the open
Exactly no west boss in the dark
I'm like why was somebody even wasted time to make this shit
You
You do I believe there's a mermaid species in an ocean absolutely
We'll never see him, no
I don't know why somebody would make this lame shit
I
Do believe that there's shit like that in the ocean, but we'll never see you
Do I believe like that whole aquaman should exist? Yep
But come on, why would they reveal themselves?
You
School project I hope that shit I want to give him a F that should wherever did that. I'm like you to F
Because it's not even believable
Just like somebody said no wet spots on the dock just floating
Blue motherfucker was damn near hovering
No fuck was just hovering on the dock
You
It says getting a BBL just to teach
It says getting a BBL just to teach K12 is nuts only ballrog
Well, I can't really say it's only ballrog guys because I've seen latinas do this dumbass shit too
Bitch wearing dunks and a big fucking wide ass to school
Why are you a preschool teacher? What are you really trying to tell us here?
I
Before
I
Was still going
Brothers bitch, really set up her camera.
Just the fucking showers self spinning around with a fucking.
Ain't Jermama BBL.
Oh!
Let me tell you what she looks like equivalent to me.
Alright, what was the point?
Alright, anyways.
Why are you showing ass in preschool?
Now they make a fun of Tiny because I don't know if T.I.
did that shit on purpose.
You're gone.
I don't know if T.I. did that shit on purpose, but he showed Tiny's face on front cam.
And damn.
Oh, no real quick.
I think there's a video.
I might have booked it.
Also, you know how to share this shit with you guys.
I had to comment like Barrel get.
Um, this black girl said, or woman, excuse me, because I scanned her shit and she got kids.
This white girl stepped on my shoes.
I told her to send me a hundred dollars.
I'm a fuck you.
Just for stepping on her shoes.
She could have just said, excuse me or something like that.
It's really cash after a hundred.
So she wanted to tweet about it.
Marju.
She got multiple kids.
Excellent example as a mother, by the way.
Now shout out to the single moms out there, but you know, look at her.
I mean, her shit drinks toast and drinks.
And then got four kids.
Excellent example.
You're setting their black queen.
Looks like multiple be these two.
This nigga look different from the second.
She looks different from the third.
Third look different from the from the fourth.
That's how G thank you for the three.
The comment with the comments saying, no baby daddy.
Can't expect much.
She said, last time I saw a guy with a heel for real.
I don't give a fuck.
My boss had bitch with her.
She want those shicks that don't even care.
She when those women, you can't even offend like she don't give two fucks.
Those be the worst cause.
She really don't give a fuck.
Like south.
Niggas went near for me.
Yeah.
Yeah, she wanted those shakes.
You can't offend.
All right, let's see here.
So it says, it turns out academics didn't catch his girlfriend smashing his friends.
And it's house.
She was being sexually assaulted.
No, you know, academics already talked about this.
And he said that wasn't his girl.
The story was, I bring it down free real quick.
The story was that he invited a ball.
I'll get why he was ex.
Now this is the way he told it.
He said he invited a ball.
I'll get to his house.
Well, he was extremely intoxicated.
And um, hold on.
Let me say this without children.
He invited a ball.
I'll get to his house while being extremely.
I guess before he got lit, he invited a ball.
I'll get to his house.
He got drunk as fuck at a party.
The ball.
I'll get ended up still coming because the ball.
I'll get actually, um, she was two hours away.
So he ubered this chick two hours for her to come from two hours away.
He was drunk as fuck went back to his house.
Got, you know, got ubered home or whatever.
But then when he woke up, the chick was at his house in the room, like past outers, some
shit like that.
According to what his homies said, so I guess his homies now fake ass homies, right?
His homies ended up running a two man on her.
So the woman is saying that the two man was assault.
No.
Hold up.
This is what always say guys, don't fuck with a chick this drunk.
Because a woman is never in her right mind when she's intoxicated.
I promise you.
I said that he has footage of her getting fucked on his cams.
But let's be real here.
First he asked, niggas are going to try to take advantage.
You guys know most men are obsessed with pussy.
Most men all they think about is pussy blah, blah, blah on top of that.
This is why I believe the girl.
I don't believe academics has anything to do with it.
But why I believe the girl is because academics already had two fake ass niggas over his house
in the first place.
So if these were your real niggas, why would they try it?
Why would they two manage it?
Even if it was, even if it was consentful, why would they two manage it?
You called over because they had the advantage to it because you were snucked out, passed
out drunk.
They two man the bitch you called over.
Regardless of what she was doing on camera, to me no woman is, to me when a woman is drunk,
it's never 100% consentful.
I mean consent.
No, this is not academics girl at all.
They just got, they're just trying to twist and turn the media.
That's why I would never fuck with a drunk chick.
Cause I don't need you waking up like, we can do it with them.
Do we really fuck?
I'll be like hell no, we didn't.
You is drunk.
So I just put you to bed.
That's it.
I did not touch you.
Not playing those type of games.
I never even tried to experiment with a chick who's drunk because I don't play those type
of games.
To me, they don't even count as a real smash session if you're drunk.
Cause you're not 100% there.
So she wakes up like saying this and that, it could go either way.
So you know, academics have fake ass niggas in his house.
The two man to bitch that he called over at Uber.
That's a foul.
I hope he's not still friends with those niggas by the way.
Cause now look, I look crazy right now, but I'm not going to stand here and let this
man continue to lie about me.
That's not what happened.
Academics, you know that that's not what happened.
And for you to pretend that you didn't do anything, for you to pretend that you didn't
do anything that I just went to your house and I'm just some thought.
Like we didn't know each other for two years.
You tried to save yourself after your friends assaulted me.
Were there not you got drunk or not?
I know that when you woke up, you were on top of me too.
You raped me too and attacked me.
Hey, I need to really see this part.
I mean, I don't know, I said you got footage.
So that's a bowl of statement to me.
But then this is the type of chicks act flying out and Uber regularized ballrogates.
You finished my chicken.
Well, I wish I could find this chick's Instagram.
I want to see what I'll never mind.
That's a shit.
Oh, she got a yo, because somebody gave me the link to our shit.
Yeah, she did an art test and it came back positive.
There's somebody, you know, ripped her and shit.
For my peru-usio.
I know I heard I watch X.
I know what's going on.
Hold up.
Yeah, she took the shit down.
Should I have an Instagram?
Was I checking the vegetables and only thing to the black man should eat?
Hold it.
Are you found it?
Yeah, I had rice.
I said chicken, rice and vegetables.
I wanted to just been talking so fast I'm going to left it out.
But yeah, I was eating rice.
Let me check her Instagram.
She got asked me, Parklink on it.
It's a privateer.
Does she have asked?
Definitely.
Thanks.
Thank you.
Appreciate it.
I just hate me getting stuck in my teeth like the poles.
You know what the fuck I mean?
Keep cooking your accounts.
You got an appeal and relax.
Does she got asked or no?
I want to know one type of chicks.
Oh, I had a claim jumper.
So they have claim jumper.
She got the best grilled chicken on earth.
That should just fire.
So I had leftover.
We must side a rice side a veggie.
I don't see your Instagram.
Wait, this is her.
Damn, this one is a fucking flow.
You said what?
Ain't no way.
I mean, look, that's what my nigga like.
Alright, hold on.
I was about to say, dude.
I mean, shit.
Almost had to play the fucking sound effect.
Alright.
Wait, this bitch got a trovo.
Is that what that is?
Oh, it's a mermaid.
I was about to say, don't tell me this bitch got a trovo logo in her fucking bio.
Damn, this way I fly it out.
Oh hell no.
I mean, she like got a cute looking face or whatever, but I still wasn't for a long
run.
She basic.
What the, nah, I couldn't do this shit.
Damn, thought I was skinny as fuck.
Damn, really like I have a trovo.
Oh hell no, bro.
Oh, y'all would never fuck with this.
Oh, nah.
Nah, fuck.
Nah, I wouldn't be flying her ass out.
Would she Jamaican or something?
Maybe, I mean, he might just like Jamaican chicks or something.
She looks like one of them island chicks.
Nah, I wouldn't be calling her over.
She kinda looked like an alternate universe, not pretty senile anything.
I don't know if that makes any sense.
Like a Bizarro senile later.
Yeah, I personally wouldn't, wouldn't have flown her ass out.
I wouldn't have invited her over.
I don't know if she said me creamy spreads.
I ain't banging.
And this is like the third or fourth mid chick that says something like academics was
busting them or in the DMs or might just be a style of bitches.
I don't know.
Oh, yeah.
So T.I.
They said, so he opened up a new restaurant.
Y'all want to try some shorty low land chops at Trait City Cafe.
This is a black business that's just destined to fail.
It's just too hood.
It's not inviting anybody but niggas.
You know, it's just a typical, a typical, you know, ball-rong business model.
Fuck this Mark Hill, man.
Yeah, Keith Lee got into a food review for this nasty looking shit.
How the reservation at 830 is 1050.
We went to a different spot.
Eight, have three rounds and still no update on my table.
Sounds like a ball-rong establishment.
I told you black owned businesses be the worst.
Hold on.
Welcome.
Welcome to Trait City.
How ghetto is that?
I said, I didn't pay for that.
Welcome to Trait City.
Ellen and check out C.I.'s restaurant.
What the fuck is this nasty ass shit?
Snapper and Gritz.
Just ball-rong meals too.
Trait City, they have the snapper and Gritz.
Watch a fried concoctions.
This bullshit you can make at home.
It's fried shrimp, sauces.
And they have the drink towers here that would get you lit all night.
They also have the buck fries and they have the spinach dip.
They also have salmon bites in the money egg rolls.
You gotta try the shorty-loat.
Money, bro.
Every fucking goddamn dish has some fucking ghetto shit attached to it.
Snapper and Gritz, that sound ghetto.
Drink towers.
I guess if you've ever been to twin towers or some ghetto establishment, they're always
in tower shapes.
Buck fries, fried green tomatoes.
Claim jumpers.
And they have the spinach dip.
They're like, globs, a ghetto cheese.
Looked like just velvita melted.
Like a white nasty mozzarella twist.
They also have salmon bites in the money egg rolls.
Money egg rolls.
Money rolls.
Bro, you can't just call them shit Southwest egg rolls or Atlanta or Twitch.
Something like that.
Money rolls.
Money egg rolls.
You gotta try.
Shorty-loat lamb chops.
You get lamb chops, some mac, some all our mashed potatoes, some kind of green.
And I don't know what the fuck that is in the middle.
How the shorty-loat lamb chops in the dirty pot?
Dirty Alfredo prostit.
I mean, it can't just be seasoned Alfredo pasta or something, but dirty Alfredo pasta.
Pasta.
Super good.
They got the live DJ here for the vibes.
Definitely check them out and let them know that gourmet Angie sent you.
It's got niggas all over the shit, bro.
Not even nobody white or Hispanic probably ain't gonna walk into this shit.
You got niggas all over the wall, ghettos, sound and meals.
It's just like basically just saying for niggas only.
Basically, that's what you're saying.
I wouldn't feel comfortable going here if I wasn't black.
Who the fuck is it?
It's probably just because they got a drink bar and shit.
Basically, you could have cheap as bar food and drink.
That's what it is.
I just feel like niggas don't understand how to run an establishment on a grand scale.
Like, you know, be open up for a bit, but for the most part, it's just not inviting to
anybody else.
I guess he just didn't want other people from a different ethnicity coming to his place.
It's not a chain restaurant.
I know it's just a regular.
It's called trap kitchen or whatever the fuck is called.
What's this shit called?
Trapped city.
It just sell drinks, bar rock, cuisines, niggas all over the fucking wall.
So I said, look at this drink, my mom ordered.
This gotta be a raw good establishment.
It's a drink with a cornbread muffin, a piece of fish fried chicken and bacon.
Definitely a raw garrita.
Niggas put a cro- bro.
It's gotta be somewhere in the south.
Damn.
We already kind of went over this type of shit, but I just commented because somebody
said how is he even getting bitches?
Well, when you got like a million followers on Instagram, anything is possible.
And that's not even noticed.
We talking about anybody.
Anybody with a million followers has access.
I mean, I just felt like the chicks that I fuck with.
I mean, this is the chick you land before you get rich.
Like, it's easy to bag like a lice and low piece with some baby here.
Team will wig or something.
Not sure if she got that real here or not, but these are the types of chase you bag
before you get it before you even get the paper.
But this is this girl for like two years or something like that.
We already went over to Jack 500K.
Fuck niggas on the side.
All that he still gave her a shot.
Yeah, so on and so forth.
I'm not sure this is real, but they claim this is the guy that be outside of target.
I think it's a troll.
There's no way.
I can't believe this is real.
He backed out of his car twice.
This is his third time doing this.
I'm calling cat, but it is just funny.
I don't think it's a dough in this type of shit.
It's very cool that you much appreciate it.
You remember that video with that rock stole some some Cartier glasses.
So it went reviral and the raw gets still flossing up the glasses.
The materialistic item that he feels proud of stealing.
I think he's face.
Look at this shit.
No, no, when he look.
Now if you could sense raw energy, why would you stick?
Why would you just let this nigga plodder you like this?
Just watch the whole video.
He was clean.
Then he said, because he was on me.
He really wanted me.
You see that shit here?
I wonder what the fuck going on.
Can't sense he looking at you.
He was scared though.
You see how you scared?
He ran so fast.
He ran like a bitch.
I was going to have no.
I was going to kill them with the fucking man.
I think he didn't have no.
He did.
Maybe he asked for a gun.
And then he said, why would you sit with your back towards a bar road?
Watch.
Yeah.
And with the fucking.
We're on like a bitch.
They're looking at him.
You see, but you forgot.
You're tired from what?
I was tired.
He's working.
I'll work on it.
Then he got ordered nothing.
Just standing there.
He's like, how many donuts or shit you going to look at?
I was supposed to be about an hour in the bag of percoli.
I was so tired that I was trying to make $230 yesterday.
I was trying to use some type of dogos.
No, I was trying to work over there and make $230.
So I can take their business.
I bought a house.
I'm going to fix it in my house.
Yeah, yeah.
Oh, you got a house?
Yeah.
And my loss of the hour fixing it.
Oh, I think that's a relation.
Thank you.
That's what he got me.
I already did mother fuck.
I felt it though.
That's what he got me.
I went down.
You'll see how he was just damn scared of you.
He was scared of you.
He was what had done it a long time ago.
He was thinking to do it or not.
How did you do since this raw energy?
About he keep looking at me.
He kept looking.
This is my girl.
Yeah, we watching a video right now.
His mother fucking shit.
He was pacing.
You see, I looked at him.
I felt my with the fuck.
But I'm like, he was pushing my hand on blue shit.
You know what I'm saying?
I looked at my man.
I know.
Oh, this guy.
I'm just checking.
I'm telling you.
This guy is stupid.
I knew it.
I'm like, what is he doing?
He took him minutes to figure it out.
I figured out.
Look, that's what I'm like.
Because I'm like investigating.
I know this.
Mm-hmm.
You're letting me see nobody out.
I heard it like, because I'm, you got away, like.
I'm gonna show, I got my corner right now.
I'm showing you a way.
I'm on a minute off to the boss.
I'm on a patient.
What are you doing?
Okay, I'm talking to the boss.
I'm playing those games.
What do I do?
Patient, patient.
We will show you everything on it.
That's the baby.
Her daughter, my girl.
Oh, yeah.
She'll be trying to be knows.
Oh, okay.
I thought she's you, girl.
Okay.
Look at that mother.
Look at how he was, he was on top of me.
I was down to tired and asleep.
That's how he was like, yeah.
He took out that.
Oh, I just, I ain't no excuse, but you can't be that tired.
We just see a raw pacing around you.
And you just like, yeah, I'm talking about babe.
Like, yeah, I'm about to get this fried fish and get this little
fishing chip middle real quick.
Like, type chip.
Yeah, and they get a bit worried.
Like, eight hours type of shot.
And you just don't, you don't see what's going on.
He did.
He took advantage.
Hell yeah, he was lacking.
But he was trying to make sure I think he was,
you watch this nigga do a whole spin multiple times.
Every time he, we get this shit.
Got me right there.
He's having drugs, man.
He needed for drugs.
I think okay.
No, crack.
Crack.
You're getting on drugs.
He just wanted to just wanted to fucking card years.
See, I left the IPM.
Bro, this dude wasn't even fast.
You couldn't chase the sneaker down.
He did shit.
I think okay.
Bro, he ran out of there.
Slow as fuck.
Look at that shit.
Dude wasn't even taking big strides.
I would have caught this nigga so quick.
And he's wearing a jacket too.
Bro, auto binlar.
Whoa.
See, I left the IPM.
And ass out.
Niggas keeps sagging with them skinny ass jeans, bro.
See, I left the IPM.
You can tell he just gave up.
They are down.
No, somebody can take your life.
Yeah.
And look, this is the rug right here.
Starting with him.
How much are you doing?
You are going.
Personally, I just couldn't wear no used glasses.
This rug is proud of this shit too.
I just couldn't wear no used glasses.
Like, you're proud that you stole a man's cardier glasses.
Niggas is eerie son of them.
All types of shit.
You wanted them shit to that bad.
Bro, he could have went on team or panda bar.
Got some fake joints.
I don't know man.
Just niggas just do the dumbest shit.
You risk damn near dying.
What if he, what if this nigga had a, you know, had a blick on it?
On him and just just, just bland his shit out because you want to steal his glasses.
I don't know.
People don't be thinking rationally about this type of shit.
This dude said plate.
By looking at the arm, you already know what type of man we're looking at.
I'm a room slinky.
Thank you for the five months.
One thing is for sure you'll never see a Caucasian person holding a big ass plate like this.
I mean, it's always niggas on social media.
You said a cat.
I ain't seen it.
We talking about a real white person.
Not like black influence or anything like that.
Beans.
What's that?
Chicken.
I don't know what the fuck is this guy.
Help me out.
I don't even know what the fuck is on this plate.
But the watch though.
He should have been on the fourth hole.
Why is this nigga have this shit tightened on the first hole?
Why is it this shit on the fourth hole?
100% is a rock.
Come on, bro.
All I recognize is beans.
It looked like some cheddar greens, which I never heard of in my life.
What are those two white things?
Is that like some sort of ghetto tortilla?
Like what is that?
I don't even know what type of bread that is.
It's gonna be a new form of raw Russian Russian raw rye or something.
I don't know what the fuck that shit is, but why would you post this shit?
No one you're gonna get roasted.
You just happy to be fat.
Let me see if I can find what this nigga look like.
Let me make sure they know capital P on this nigga's shit.
So definitely a rogue that likes to eat.
Let's see.
Look at how just sitting guts out fat than a motherfucker.
Just living in just blubber bodies.
It's not even given a fuck about any type of exercise.
What your consuming fuck the living life.
You can live life and be healthy.
This is why black men be dying in a 50s and 60s.
From eating big ass plates of barbecue ribs and soul food like this 24-7.
I think I said living life.
You must got a gut too.
You're gonna find up.
I don't know what the fuck this is.
Fuck type of meat is that some weird ass animal.
You got dips, cheeses, meats and ribs.
The fuck type of meat is this black shit.
The fuck are the rich crackers for?
Oh, there's some African shit.
Don't wonder.
This could be any kind of meat.
Now do we know some African shit?
This could be giraffe sausage.
This bread could be made out of mosquitoes for all we know.
Like we don't know what the fuck this is.
These beans could actually be like larva beans, like larva.
We don't know what the fuck this is.
No.
There's a whole RE5 played at this point.
Don't know what the fuck is going on, bro.
As soon as I heard him speaking that language, it could have been anything.
Says, Sizzis is really mad about these comments.
I got some chick-los-roast and Sizzis singing on the Drake song.
I can't let you get away.
Well, why was Sizzis coming?
She said laugh on my ass off.
I really don't.
Y'all really don't know me.
It's crazy.
I love the laugh.
I hate cruelty.
This is just comedy and I think it's funny.
Sorry to disappoint.
Live for my ass off.
Fun fact, I recorded this with a fever in an infection.
The night before it came out the day after.
So I had to cancel a show of court.
Oh, I had to cancel a show because of an infection.
I know I sound nasal because I was.
Thank you for loving over 100 million streams.
Or why would she need to validate this shit?
Sizzis, we know you great.
Not man, but Sizzis, we know you great.
I would never go into comments to send this shit.
She validated after.
She commented twice.
Sizzis, I can't let you get away.
Feels good when you gain me love.
Ain't no thing Sizzis, I would even feel no type of way.
Like, I'm rich, I'm sizzis.
Yeah, four comments is crazy.
Damn.
You've been so good and you deserve to end your suffering.
I need good, dick and conversation.
You can come for me.
I don't know what the fuck you mean.
Live for my ass off.
So posts is made about me 100 to 1000 likes and comments.
And I'm doing too much.
You can comment and buy them.
This is my post.
The hell light nut.
Sizzis, man.
I don't know why she would even give a shit.
But you know some artists are very sensitive.
But personally, I had to just thought it was funny.
Because I would have just laughed at it.
I had to just comment it with an emoji.
I can't let you get away.
Feels good when you gain me love.
Ain't no thing.
Oh fuck.
All the just putting an emoji like a laugh and emoji.
Four comments is crazy, bro.
She just like, I don't know.
The Sizzis out.
She don't even sound like that on a song.
Let me find it.
I can't let you get away.
Nah, it wasn't that bad, bro.
It wasn't as bad.
It wasn't as bad as the other person said.
That shit was fire, bro.
Sizzis first was fire on this shit.
This is honestly believe it or not.
This is my favorite song in that Drake album.
I said I gotta see the full video.
少ly link me to full video to this parody.
It does sound like her, but she put too much of a Michael Jackson twist on it.
When she says, I'm kinda like, don't get away.
She put too much of a Michael Jackson twist on it.
Yeah, exactly.
the Michael Jackson shit.
Oh, this heater is killing me.
MJ can announce he ate that.
MJ is the greatest by the way.
You guys see the Michael Jackson opt-topsy fucking picture that they had like of his face.
He was completely bold and his nose was just like basically was it was almost no card lich left.
Yeah, good bone structure though.
But he did look like a mummy.
It was it was like an illustration it didn't show as actual it was the illustration right guys or it was like illustration it wasn't like an actual pick.
I think it was the illustration.
It was an actual pick of a real.
Oh shit are we allowed to look at that on twitch.
Look it says so they got Brits to try fried chicken or Popeye's chicken for the first time but what type of Brits.
Please know are we won't worry about it.
What type of Brits did they get to try?
Well, let's just watch and see for yourself.
This is serious.
This is straight.
I actually want to know what's the most.
It's for a pre-shared.
It's wonderful.
The pickle actually.
Yeah.
Yeah, I'm surprised.
They even got they even got a what's the nickel from black lightning what was his name again.
Tiberius or some shit.
We're just going to start calling them type be reuses Tobias.
They even got a Tobias rogue to try it from Britain.
What about the Caucasian Brits?
Why they just have to be a whole lineup full of niggas trying the chicken.
Yeah, I'm surprised.
I'm trying to get big bites and take it away.
Unbelievable.
Niggas fall for it every time.
Could at least mix it up and have some different type of Brits.
You have to get British niggas to try it.
It's a black YouTube channel.
I don't give a fuck.
Somebody says I'll link with this dude and when it was time to do the dude he's snow funny down there.
I don't know if I worded this wrong or what but considering he's 25 definitely expected and to take the constructive criticism better.
Guys, don't try to perform sexual acts with funky balls and dick cheese.
The first impression is better.
Don't let your first impression with the chick.
Her gun and their smell you to is foul balls rusty.
Like come on man.
Think a little bit more logically.
Don't be off work bit.
She said, hold on let me try to get this whole shit.
I'm not trying to be rude or nothing but you definitely needed to shower.
Hold on.
Are you saying I stink?
Stink is not the word.
Watch your mouth.
Now how you trying me.
But I could tell you didn't shower.
You want me to lie to you?
If you felt I needed a shower I would want you to tell me.
You don't have to be offended.
I don't know what you talking about.
Definitely showered.
You just run into your mouth but you enjoy the rest of your night.
Or you got me confused with another dirty new you fucking.
It's literally not that serious.
It's making it bigger than what it needs to be.
All I say was next time you shower right before or something.
Just because I definitely shower right before it's just a sign of respect.
She was even trying to give them an out he just got mad.
I guess she blew it out the rest he said bitch I did shower.
Bitch.
Guys look you got to stop sending these type of text messages especially to these ball raw
gets because they get to post your shit on Twitter.
One shower a day is not good enough.
You got to refresh the nuts twice a day.
Especially if you're working or jumping negative.
Like one shower a day is not it.
This nigga said bitch I did shower.
That's how you knew his dick was foul.
Pause.
Like if you got that mad nigga you shit.
Balls was kicking rusty.
Dick was cheesein like come on man.
You'd be surprised how many chicks I knew they said they've smoked stink dicks before.
I don't know.
Yeah one shower a day is not good enough.
There's probably a lot of people in this chat that only shower one time a day but
you definitely need a two ball refresh.
When I mean a two ball refresh that means you watch the balls two times a day.
Got a shower twice.
Even if you're just sitting around all day two showers a day is mandol.
There's chicks out there to be like I don't like showering.
I only need one shower a day.
It's even worse for a chick.
I don't know I ain't going to lead the company tonight.
You know what's funny when a chick be like I shower today.
I don't even stink.
What are you talking about?
I only needed one shower my pussy doesn't stink.
Alright.
I bang pull out snip.
Like stop it.
Some chicks really don't be thinking they foul.
A log of my showers 30 to 45 depending on what I got going on.
I like to really be in here and go off the water bath correctly.
I'm not one of those five minute shower 10 minute shower ass niggas.
Nah.
Cause I like to put my phone I got like the what do I got this shit?
See this shit right here?
So I probably made it even worse because what I do is I put some of this double side I put some of this double side of tape against the wall.
And I got like this little pot thing and I'll just put my phone up there while I'm showering just watch some YouTube videos.
So.
Bro this shit is a life hack you ever want to watch TV.
I mean I watch YouTube videos in a shower and shit and also you could time your showers with YouTube videos.
So I'll find like a nice chunky 25 minute video on shower through the whole shit.
Now I just I got some of this double sided 3M tape.
Oh shit.
And I like put it at the upper part of my shower on the side you know where you slide this shit open right there.
And I could just literally just time my showers with a YouTube video so I can get entertainment and clean at the same time.
I don't do music in a shower out that's just played out on the other shit.
I like to be I like to get some informative and form so that's my new that's my new hack.
I think I started this shit like two weeks ago.
I was like you know what I could double-side get some strong guys 3M tape.
I was like I said oh no.
You tell me I could watch a YouTube video get informative content and get clean.
And time my showers.
I'm good.
Get a nice chunky 25 minute video on YouTube.
How do I what do you mean?
How do I hear the video is right there.
You can't hear through water.
The fuck would I take a cold shower for some broke ass shit.
Oh your Connor's fighting in June.
Ladies and gentlemen, Happy New Year to you all.
I'd like to announce the return date for myself the notorious Connor McGregor.
The greatest comeback of all time will take place in Las Vegas for International Fight Week on June the 29th.
Come a little closer and the opponent might not channel and the weight Mr. Channel 185 pounds.
185 is he joking?
He had to make sure he showed you his Richard Milley 185 is crazy, bro.
Connor definitely has some good face work done.
My fucker got reverse aging shaved off his beard got some of that good skin tightening shit going on.
I think it look 25 again 26.
It's kind of was looking old for a minute.
Got too much money.
Yeah, he looks good.
Besides the receding here line, nigga looks young.
Come a little closer and the opponent might not channel it.
No eyebrows. I just realized that Mr. Channel 185.
You say he don't look 25 or 26.
I mean, I don't think it's 22 to look like this.
Is that a bad thing?
Oh fuck.
Oh shit.
You said he looked 30.
All right, I give it that.
Well, he isn't 30.
I think he's only 30 years.
All right, look, we got at least give him 28, bro.
He's got a very youthful look.
That's like, that looks like a solid 28 year old guy.
Oh no, I don't know if he has some face work done or not, but he's looking a little different.
Fuck is this bullshit?
Okay, already saved this.
This is why they hate Americans so much.
They're hungry.
No, they definitely not hungry.
All right, is this is this TLS showing his ugly ass nigga in the shower?
It's a fat nigga with it.
It's a blob skinny blob with a shirt off.
Are we good?
I have to show this, bro.
All right, so it says a quick ear in the room.
Now this has to be one of the most disgusting looking dudes I've ever seen.
Trying to be funny.
This is when you're like so ugly that you're trying to like use your ugliness as comedy.
So are you can't cloak being this fucking ugly with comedy?
All right, let's look this shit.
I could have changed you, bro.
That's great.
No.
Bro, what the fuck is this?
Oh, if I looked like this, I would just give up completely.
My life's over.
Bro, please, there can't be one nigga in this chat right now that has a body like this.
Peckless with a gut.
I don't know even how you get a body that looks like this.
You say he got a what?
You say he got a gut?
He looks, look, let's not use as an excuse.
Everybody can hit the dream.
Everybody can hit the gym, bro.
This is a man that got dressed, made a whole reel and took his shirt off and recorded.
So are you not going to use that shit on me?
I ain't just not love your writtenness more like it's called.
And he has Prada, bro.
I don't want to hear a motherfucking thing.
So the person in there that tried to say that lame ass shit, he has a what?
Chill out.
Bro, the nigga has Prada Cologne.
Stop.
It's some of you motherfuckers in here that don't even have Prada.
He knows exactly what the fuck he's doing.
Stop, bro.
Drink a bit of acid.
Think about the 19 months.
I just forgot a whole toyota and everything.
Quit the bullshit.
This is a fully functional grown ass man.
That just doesn't hit the gym.
Nice ass house.
Yep.
Nice ass neighborhood.
This is just a dude that don't want to hit the gym.
Bro, to the people in here trying to cop please for this dude.
Prada Cologne.
Nice house.
Nice neighborhood.
A car.
Drafted Dicks.
Trolls.
Picks up air max.
Not just any shoe, but a pair of air max.
Walks out and gets a gatorage.
Shut the fuck up, man.
Y'all really trying to cop please.
Tuck him out.
Go easy.
What's that, buddy?
I mean, he made this video to be violated.
Did he not?
He knew this was going to happen.
All right, sir.
Is it chicken?
This is a high schooler shows DM and screen records.
Hold on.
Show screen recording.
Academics liking a post of hers in a bathing suit and even contacting her in the DMs
to get her attention.
Multiple young girls have been getting messages from him.
I just let it play, bro.
So I seen his post on the shave room.
I haven't seen that.
There's no difference between a 17 year old and a 20 year old that he was still out of
sex with a 20 year old.
I mean, a 17 year old, if she had an idea or something like that.
If you guys want to see the content of the post and just look, it was giving very much
creepy, pervy vibes, right?
So I was looking at his face and I was just like, hmm, why does his face look so familiar
to me right now?
So then I'm like, hold on, hold on, hold on.
This is the same like dude that was in my request that I found so weird because he didn't really
put anything on.
He put it was like a heart and I thought that was so weird.
Here ya go.
I know people is not going to believe me.
So yeah, and you're not going to say nothing in my DMs but just a heart.
And I think that was like bait for me.
This is not no blazing chick, stop.
Need to like text back but I never text a bag because I'm just like, what am I supposed
to say to this?
I looked at my likes and why out of all my pictures that I have on my Instagram, he only
liked the one that I have in a bathing suit.
So mind you, I like looked at my likes and I don't even remember a dude's name for
all.
So I just put I am because that's all I like remembered.
But I'm scrolling down and ding, ding, ding, he's right here.
You know what's funny is like they expose them because he's like liking the pics on burner
pages or something like that because this is Axe burner page.
So if I'm a like it, I might as well just like it on my, you know, DJ academic page.
Under a picture with me on a bathing suit, everybody that keeps saying like she's 18,
she's 18 like it's legal, she legal, you're weird.
If you're literally waiting for girls to turn 18 just to, you know, do stuff with them,
you're like a predator bro like that's, that's just weird.
I don't understand what a 30-year-old person on my level of love.
I didn't even graduate high school yet.
I didn't graduate yet like I'm still in high school like I'm still in high school.
At the end of the day like my mind, I'm still a child, I'm still a child at the end of
the day.
I feel like sending a heart in my DMs and liking my picture is you fishing for me to respond
to you.
And I would think that was weird if he was trying to do that because I am 18.
Still living my mom's house.
Right in a mother's house.
It's had a child like she was 12 or some shit.
But she was 18 bro.
Still got teddy bears on my God being bad like.
She said she's doing teddy bears on her bed and that Pokemon characters or something.
What is that?
I'm bad like.
I forgot what character that is.
Lilo and Stitchy.
Come on.
And what's up with these chicks trying to expose for the light though.
I'm not sure if Agnew how old she was when he liked to pick.
It's just the nigga liked to pick probably didn't know she how old she was.
He didn't even ask her mother fucking age like.
It's true.
Bro if I'm if I if I wasn't any of these niggas positions, I'm I'm not random randomly
DM and are like in a mother fucking thing.
I don't do it.
No.
Just as soon as you get some buzz on you all these chicks come out and just start saying
random shit like.
No, I'm personally not going to do any of it.
You just going to get imagine if like Mike B was doing this shit like all these chicks
where they came out.
Yeah.
So Mike B liked my picture when I was like 16 and Dom.
Yeah.
So he didn't try to DM me but he did heart one of my pictures.
So I went a fast for four years later and actually 17 18 19 20 and yeah.
So he liked it when I was 16.
I just rather not you know even play that type of game.
You got a blue check your target.
Not a bar.
So a lot of these a lot of these states the legal age be like 16 and shit which is crazy.
Like I saw say this on the room and seeing that there's no difference between.
There's NPC miles ran away from the cops.
Snickers still at this shit.
He was supposed to tease me everything you know.
I'm being trespassed.
Yeah.
Okay.
You want to take my name?
Cool.
Yeah.
I'm going to go to the right.
I can go right there.
Right.
I can go in the gas station vicinity right.
Yeah.
Why are the border lines the last day?
I can literally go 20 feet away and I can go right there.
Did you ask me?
I can go 20 feet away and I can go like I said.
Yeah.
Okay.
So I'm going to go 20 feet away and continue to go live in like 10 seconds.
I think 20 feet is like almost in my car.
You know what?
I'm going to go ahead and trespass me when you're done.
I'll trespass me.
Let me out.
Thanks for the rose.
Make sure to get to 2 million likes.
How's it going man?
Good.
Hope you have a good night.
I wish I had my bath with me.
Where did you guys wish my bath?
It's over here for our safety.
Okay.
I'm going to use my life to save her.
You should have touched my stuff man.
I wish I had my bath with me.
I bet you I can get a home run.
Hey.
This mall's Morelis have a bat.
I don't remember this nigga having a bat.
Rock.
Rock Morelis.
That's really what we do.
Rock Morelis huh?
Oh fuck.
It's still added.
It's like a year later he's still doing this shit.
Got every black kid with a fro they could do a backflip thinking they might have a
mess.
Thank you Marvel.
Appreciate it Disney.
You should have touched my stuff man.
I wish I had my bath with me.
I bet you I can get a home run.
And the crowd goes wild.
Let's get this party started.
Thanks to the rose.
I'm being trust by a side of gas station.
Oh my god.
To turn the music.
Turn the bass.
Did you like the tunes?
Those smell amazing.
It's amazing.
I'm going to use my life to get this party started.
Thanks to the rose.
I'm being trust by a side of gas station.
Oh my god.
To turn the music.
Turn the bass.
Did you like the tunes.
Those smell amazing.
It had been so dope with the cops.
It's like slammed them on camera or something.
As soon as you guys are done I'll move 30 feet over and I'll continue going.
Thank you man.
I'll appear again.
He stopped.
I don't think I should use my life.
Ah!
He's never heard.
He should be more careful.
Thanks to the rose.
I'll make sure to get this beer.
He was supposed to teach me everything you know.
Did you like the tunes?
I think it hurts.
Happy new year.
My name is Miles Morales.
What's your name?
Thanks to the rose.
I'll make sure to get this one.
Hey you guys.
Nah.
I'm gonna do my own thing.
Well, they wasn't like...
Retaining them.
So why would he...
Why...
What's the point of running?
They just told him to move.
Since Jessalyrus is building a reputation on throwing stones and hiding her hand to play the victim cart.
Not really sure what this is, but...
Jess.
I'mma beat your mum fuck ass.
I'mma get out of here.
Jess.
I'mma beat your mum fuck ass.
So I'mma get out of here.
I'mma get out of here.
Bitch.
Bitch!
I'mma beat your brother's!
I didn't know that's how Winnie sounds. I thought she was like on some boozy shit. She sounds like a real hood chick.
Yes, but the point of Newerdy's stress for the mess and my new
Newerdy's stress for the mess and my news is real. Some of the Oscar looks
Girl, oh wow, Apache Manchi. Oh
She did say that
Can't you get canceled for talking about that type of skin condition?
I
Newerdy's stress for the mess and my news is real some of the Oscar looks
Girl, oh wow, Apache Manchi
What does that shit call enough for God would it's called again?
Yeah
No, that's not crazy, but you know that you notice today when you like try to clown people and shit like that
I mean do I think Winnie is attractive? No, but I wouldn't clown her skin condition
I mean there's a lot of people out there that
Says she's fire and shit like that. I don't think she's sexy, but I wouldn't clown her skin condition
All we got something real raw he coming up real quick
It says can we please leave these videos in 2023?
Look at the people in the back like look at his rug
Like they even got up and got away from them. They need to be in this raw scamber
This dude take a sip of it
Bruh
Is
Him and that fucking grooving gorilla dude that are fucking annoying and shit
What the fuck kind of sauce is this rock sauce?
You
My god
This shit some of the fuck is trying to do to get famous or to be popular.
Charleston White walks out of interview after they set him up with a game in.
Is this video ever come out?
Or is just a clip?
It's my shit.
A raw goo.
Oh my god.
Every night I hear something new based off rugs.
Oh my god.
Alright, so the video never came out.
Oh they tried to get that one dude that they had on the saucy Santana video.
I thought you said 20 women you couldn't get 20 women go fuck.
I'm gonna go to the game.
Well it's really crazy.
Alright, so here's another thing I'll book more since DJ could then his girlfriend smash the egg on his face
Cut his wife out in the middle of a live stream slammed the door on his mom's hand cheated on him
How to friends set up a home invasion stole 500 bands from any state with her true loyalty ten toes
That's how you know act is really a good nigga under all that shit
Because if a chick stole
500 K for me
Look, let me get my bands back and whatever happens to you after that
It's over with
Yeah, he tells a story about how she stole 500 K from him first thing she did was bought a hundred and forty thousand dollar whip with some of the money
so
I mean I
Guess revealing this story is not a L
But it could make them more vulnerable to like chicks trying to really slide in his DMs and
Finesse them finesse the fuck out of him for money for sure
He's for sure gonna get a lot more chicks
She added us on IG. Yeah, I know I've seen it, but she didn't have no photos. I was trying to see if she had pics, but she didn't
Yeah, but it's definitely gonna be a lot of chicks
Trying to finesse act
Set them up. So if I'm a act, I move a real careful after that because you tell us story about how a chick got you for 500 bands even if you got the money back
It still makes you look like an easy lick
So I hope he's gonna move
More discreetly keep the fake niggas from up around them
Because
Still in a 500k then two of your fake ass homies running the two man on the chick that was intoxicated
Making you look bad when get a breath winner. That's why it's good that I've solid niggas in your circle and not just
Thirsty cloud hungry
Just heathens that are just yes, man, and come on mind. They go fuck a chicken your house two-man or was she drunk?
Then you get the blowback
You said he rich as fuck you don't care about 500k. Yes, he does care about half who the fuck wouldn't care about half a meal
He said in himself he gave a fuck. That's why he wanted the money back
What up you think I'm just let a bitch take me for 500k if I'm at and below this five of the guy tripping
Fuck yeah, bezos that's something bezos what in trip about
I
Half a meal stealing a half a meal for me. It's crazy. Bro bezos is going trip off half a meal if you stole it from him
There's a difference
Stealing it and giving it is too totally different things
Yeah, this is some more shit they try to like you know, they try to pin
Took about a dozen sound consensual since academics catches growth what I suppose never is girlfriend catches this girlfriend inside of his house
Way hold on catches this girlfriend smash and his friends inside of his house
I don't know if I could play this but it like has her screaming in the background or some shit
But you got to go watch this shit yourself
Lot of shit I double bookmark
Says allegedly act is linking and flying out underage girls and keeping it
Keep it in contact with girls in today tard 18. I sex with this is a new story and
There are multiple girls coming out of bottom
Making them drink to the point where they're unconscious in response. So so he could assault and and this is how they
Really try to get this nigga
What you doing up here
This is no way from she said Michigan hold on way you waiting
October 23rd
Did you already make your video no cannot be in it? Yeah, cousin fine then so she already complementing academics family members and shit like that
Oh
Bro, this is old cuz look how skinny acts face was this shit got to be a cool minute ago
It's bro. This is the third story I seen with ball rod gets
They trying to say act pre-order in the bitches. This is the first oh
How did he even get to the point where like she even showed a whole shit, but how did it get to the point react their age?
This is a hold on is this the date?
716
2020 this is bro. What's up link up with these ball raw gets
It like the three chicks I seen was was raw gets for real
Taking a selfie with a chick is crazy
I linked with him this year, but it felt different and I realized he was a predator so I didn't have sex with him
Now he got his bitch harassing me and calling me a fan
I linked with him in July for the last time he invited a girl over and he said he was unsure. She was 17 or 18, but he still fucked her
He kept trying to make us drink and take our clothes off. I was in a backyard
So I've been dealing with him since I was like 17, but he wanted to fly me out
He waited to fly me out till I was 18. He would give me drunk his hell to fuck me and record it
And he was he has halitapes of me drunk out of my mind every year
When he gets a new comrade a DM me and harass me to tell me I'm crazy
Even though I never talk about him or really exposed him for being on that predator home for being a predator that he really is
But they really coming from on they got all right
His next stream gonna be lit
Bro
Of course it's hardly credible. That's why I can't wait to see his next stream
All right, I
Gotta ask you guys a question is this AI or is this a real Selena Gomez pick?
Yeah
Yeah, it's ready, you know calm
It says it always this community noted. Oh, okay
Because when I looked at it it wasn't community noted
And they really trying to force obesity on Selena Gomez
For fucking with a with size show Bob on the Simpsons
I mean it really ain't too much of a difference low key
Cheeks are a little a little bit fatter, but
Not too far off, but still not 100%
My game in a day. Let's see how long you been following me
I'm 24 hour niggas today for asking me a question when I'm vibing chilling with my audience
Doing media and reacting to shit. That's a 24 hour time. I nigga get the fuck out of here
Fucking ask me if I'm fucking gaming dumb ass nigga
You go fucking turn on your fucking console in game weirdo
Next
Next mods next time I think I asked me if I'm gaming ban him instantly, bro
If it's a sub
See
Somebody said fraud. I don't know if he was talking to me or not so that's a 24 if it's a sub give him a 1.2
John Gabbana is curious to know why so many rappers with term turning Muslim is a trend. It's cool to be muscling now. I mean I agree with him
That a lot of these dudes I think you know blacks basically just copy whatever's the trend so
I never what why is this shit on my fucking screen hold on
You
I mean, you know
You want to say when a be muslim say niggas and fuck all these side bitches and all
That and then when it's time for Ramadan, you know, they want to go to detach my hall and put on
You know, what what what is that shit called that they put on?
You say when you become a part of a certain black people and
Become Muslim when you get affiliated from a certain group of black people in the industry
Yeah, but how do you practice raw getry while being a Muslim? That's the real question like how do you still say niggas and
Ox and all that shit, but your Muslim to me that shit doesn't make sense
That's what I'm saying when blacks when blacks are Muslims. It's like some fake full-gaze bullshit
When blacks are fucking are
Freemasons it's just a a wrong-a-tree barbecue brotherhood
Like it's like not real or some shit
You don't even you don't speak any type of Middle Eastern language or anything like that yet you're a Muslim you're not
You're not taking a chance to really learn Arabic or anything
You want to say niggle in your passive time almost is almost just as bad as a fucking
Preacher does not doing his job on a Sunday
Same way with Christians. Yeah, but Christian Christianity is like I'm not gonna call it a passive religion, but it's more like
I would say it's less structured than being
They're being a Muslim for sure
We already know he's a professional grifter brother that ain't nothing new
Yeah, you could be like shit, I'm a Christian shit. Yep, I'm a Christian still fuck when I won't you know what I'm saying
I really tripped and it's not like a disrespecting God when I do my shit niggas
Should I still play to I still play to him and shit like that, but I still do what I got to do
So it's still got to survive niggas still got a bit
You know what I'm saying like but I still you know what I'm saying
Let's take a pulse relationship with God and shit like that
Type shit. Hell, we got my fucking Christian niggas who up a church and all that
Believe in the faith and the God and all that but shit and they can still got to do what they got do I still got to eat
It's almost like Christianity is like
It's one of those religions where people feel like a roast to do whatever the fuck they want and then just repent for everything that they do
You coming to Muslim as Muslim as a trend of course
But my thing is the next negative you come a Muslim at least learn some Arabic
Mother fuck like I said mother fuckers only think it could say is
Selake of Salam and I'm Selake I'm a whatever
Salam Selake I'm a whatever the fuck it is like
You're not even trying to like be a real actual Muslim you're just like
You do Ramadan. I know tons of niggas fully blasted up dreadlocks and all that shit talking about Ramadan the fuck niggas
Is there is there anything that Quran that says about not marking up your body?
All right, where do I find it?
Tell me what I could type rock and find it
I
Know it's in a Bible, but where is it in the Quran about marking up your fucking body because I stay seen these fake Muslim niggas getting tattoos
After they've already converted
Not before they converted, but after they converted
Body modification is at all, but I don't know tattoo well body modification will be considered
Attached to that's body modification
You're modifying your body with with with foreign ink
Because you don't see no Middle Eastern people you don't see the Middle Eastern's and everything that are Muslim ever get tattoos
Tattoos or a BC thing so how the fuck is the Quran to owe for the tats when tats are BC
Explain me that
Is that the Quran is to owe you do know tats predate Jesus right
The
The M's let me switch on
It says why Muslims generally are not tattooed to answer your question a reason why Muslims generally do Muslims generally
General the reason why Muslims generally do not have tattoos is due to the fact that it is forbidden in Islamic teachings according to Islamic law
The human body is considered a gift from Allah and
It is the responsibility of each individual to take care of it and keep it pure tattoos are seen as a form of permanent
alteration to the body and
This goes against the teaching of the teachings of Islam which emphasizes the importance of
Preserving one's natural state and addition tattoos are also seen as a form of self-mutilation
Which is strictly prohibited in Islam. I remember when I was in college at a Muslim friend who was struggling with the decision of rather to
Not get a tattoo or to get a tattoo
She always admired tattoos and wanted to get one to symbolize her personal beliefs and values
However, it was a devout hold on however as the devout Muslim she was conflicted about rather or not
It was the right thing to do after much
Contemplation she ultimately decided against getting a tattoo and instead opted for a small bracelet to symbolize the same thing
She explained to me that while she loved the idea of having a tattoo her faith and devotion to Allah
Were important to her than any personal desire her decision taught me a lot about the importance of faith and the sacrifices that we make in our beliefs
For our beliefs excuse me
Yes, all these you know all these rugs to become Muslim y'all for all to bring just like just like I don't believe in black free nations
It's just like
Is it just a clubhouse like
Because how do you convert and get blasted after that? That's my thing. It's different if you got the tats first
But how do you convert then get blasted?
Because to me if I'm gonna be a part of some secret shit like if I'm gonna be a free Mason right a black free Mason
I better be a millionaire. It is better be a millionaire's club. It's not some shit where we just link up
Have a couple of canes put some robes on where some fuck them are Dowians like
I'm just keep
The bro the boule is not the boule is not free Mason black free masonry
Which is why it's mystique you ever you ever seen like black free maces
They like to have it on the back of their old ass bins is they like to wear rings
Like if isn't it supposed to be some secret type shit
You don't see Jay Z floss and you don't see the shit on the back of Jay Z's fucking cars and
necklaces and all that type of shit
So if you know if Jay Z is a free Mason I'll consider him one of the real ones
But all the unc free masons that's a different story
Thank you about it
Spirituality on the virus and bring us together religion the virus you put seven people from seven different religions in the same room
They gonna get into it. They can start scrapping right off top like nigga. I'm Christian
What like you what?
Niggas Muslim oh
Well, I'm seven day
I'm just over with this though. We don't even celebrate holidays though. What y'all trying to do?
I try to do something
That's how it be
He's still in jail
Bro, we got to find that video where he was talking about the seven different dimensions and he was talking about that there is a cartoon dimension
Boule is the lower part of the lumenati allegedly whereas Dia that's where the blacks linger
Yeah, I gotta I gotta show you guys that video. Okay. Thank you. I'm so glad you pointed that out. Thank you for that
Jamal Rashad Jamal explains the nine realms. Let's fuck with your heads for a second
Because remember they did they did kind of talk they did kind of slightly fuck around with realms and um
What does that fucking movie?
Doctor Strange too
Remember when you got knocked through all those realms and one of them was a cartoon realm
Remember the movie Roger Rabbit it kind of went over that
Yeah, yeah
Yet our movie did suck that shit was garbage
I'm not even gonna argue with that that shit was that doctor Strange to his trash
Why is this shit a hour though
But
And nine realms of the MCU explain
You
Talk to me. I see that shit
What a fuck would you purposely want to like fuck with the dead and spirits and shit the movie was cool but the concept was dumb
All right, it's a horror post
Well, how do I where's the time stamp for this shit?
This isn't even its channel
You
You got a time stamp ready all right
You really hope they don't fuck up late. I should have gonna be on Netflix not Netflix. It's gonna be on Hulu and like I'm up there too
After it comes out
You
Blades gonna be lit. Nah
I'm sorry. I can't imagine Ali dorm roundhouses and shit
You
What's today
Monday
Yeah, I won't be getting a haircut till Wednesday
You
Dead pull three is gonna be sick because wolf rains in it huge jackmans in it
If it was just raw rentals, that should probably flop
You
Dead pull two is tolerable because cable was in it
You
All right, I think I'm done with this shit
The first Tesla wreck
So that's all that happened to it, but here's the other car
But
The Tesla stock did plummet though right after that movie didn't the Tesla stock uh
Tesla stock drop
I don't think niggas are buying Teslas like that no more
You
You know the car got ramed I'm talking about as far as like to I used to always see a lot of Teslas in the gym parking lot and shit
Now I feel like people less people are buying Teslas
Now you got robots fuck it is a lot of electric car options. You're right. You got robots
Uppercutting people roundhouse and throwing the dokelkins at people out of nowhere
Now all of a sudden, you know, there's a movie about
Self-driving Teslas just fucking up the whole road and there's like bro
Then you got Elon Musk sending an earlier Joe Rogan clip that we should be very
Careful with what we do with AI because it's dangerous
It's just like you're plummeting your own stock
Like that should a sky net waiting to happen Tesla is sky net waiting to happen honestly
Yeah
Yeah, yeah, I heard about the robot. Yeah, motherfucker was doing a whole kin and re you
Dude, yeah, the Tesla robot had the whole kin and re you move list
Negative totes, who's fireballs uppercuts and everything
I
Lasers motherfucker, which is basically homeland during a robot
Yeah
Yeah, that's what we're talking about
Grow imagine imagine a like
They let the AI robot watch street fighter
And it just downloads all the fucking moves in it
Imagine that AI robot watches teahawk oh
Yeah, you're fucked
Of course I seen doing anything sci-fi see first weekend
Well the fucker just gonna pick you up
I know have like a mokajin robot that watches tacking your fucked rubble moon. That's it was fire
I
Love anything super futuristic post apocalyptic dystopian. I love those type of films
Because I've always been obsessed with wanting to live in the future that I know I never make it to so
My boyfriend
That was one of these stupid things I gotta click outward
The nine realms bit I was but it's a whole hour I ain't got time to watch that shit
The law in the movie states the AI
The law and what movie
What movie are you talking about?
Doon oh the law in the movie states that AI fucked man
And they made a rule
That AI could never again be an image of man. Oh, okay
My boyfriend wanted his almost four-year-old rock stack after cutting them off back in May
Oh, yeah, a lot of niggas are sowing their locks back into
You
Look at i just all types of raw juice
Maybe i keep it way too raw don't think too many things
So swan way too hard and not too many ways that I could break your heart
So they say for part
You sound about
Yeah, keep your way too real
That's crazy instant locks and it's your own shit
What happened was is he kept seeing like
Low dirt and all these rappers like shaking his ribs and having swag and
Man, Bob's man, man, just sold him bitches back at my shit
Maybe come on baby just just sold him bitches back at my shit right
I think it was feeling swaggless without his dreads
This is the owner right here. Hey, how you doing? I'm dr. John
Twenty thousand calorie record the heart attack grill
Boxed at 20,000 calories. It's an insane amount of death
We have had great names in the past we've had names like Kobayashi chestnut. Oh, yes
Usually say to Sarah every week
She came in at seven minutes and 42 seconds
Hey burgers that's that's a minute per patty and these are big patties and there's bacon and there's chili and there's tomatoes and there's
Double slices of cheese and
There's large we slather the whole thing in large our hell
Now I'm not exactly a hundred percent sure of Matt's gonna be able to do this
So let's breathe in for me
No
You know
My ready am I ready? He may be
Oh
My god
Thank you
I do apologize about the lack of music that is gonna try to break the world record
The existing world record was by one of our employees
Mickey pseudo
Normally I wouldn't even interrupt you, but I actually do believe he's gonna break the record
All right, let's see how I can pick this up this right here
Was the water blue
I don't know if you can see this morning, but you could literally say like just the fat just we are now the bottom
It's kind of girl the burger feels a little hot so we'll give it like maybe
The couple minutes here pull down a bit
Yo, this is pressure you guys can't see right now. There's the whole restaurant right now is behind me watching
It's an entire I mean two tomatoes 16 slices of cheese eight half pound patties 40 slices of bacon and the bun
Almost six and a half pounds and again the time to beat is seven forty two right?
Yep, seven forty two. Okay, that's the target time today
Tell us when you're ready
Brick you'll count down that way we'll have a bunch of witnesses. I think we're good
I think we're good. Okay, so we got some skewers going out
So I guess we can disassemble the burger
Before going in that we'll save a little bit of time the burger has been split our last strip
Yeah
The octopple bypass challenge. Yeah, we're good to go. Get ready. Yeah, one two three go
She's
Okay
Oh hell no, I'm gonna sit to
That's what I'm saying what the fuck is that shit over there
That shit don't look like power to me
You
Yeah, I thought he was doing it's another stat
Oh
Hell no look at the back wash in air water. You see that shit
You
You know
Anybody beat nation
Sir, I appreciate you for locking back in
Well if I'm here, I'll just take a laxative and just dookie it all out
Okay, thank you for the
One month
That burger came out fresh and I'm just that was
For anybody who's interested I saw it with my own eyes
There's at least 60 people in the room to saw it. We had multiple clocks and yes
It was four minutes and ten seconds and he does it for 10 410 and he truly cleaned out the plate
There's nothing left in the plate
Okay, yeah, I challenge anybody in the world
To try that all right guys
I'm catching my breath the second because that was fast. That was that was a six pound burger and about four minutes
It was hot. It was really it was fresh off the stove. So I'm just sweating like crazy. Wait you're saying somebody beat this shit already
Ain't no way
That burger was hot and I had no choice to complain about it. We had an audience
There's like 50 people watching I couldn't win for out. I couldn't be like oh, this is too hot for me
How to go all right guys. I think I'm good to talk. I think I'm good to do this outro
Even though I think the owner he did the after for me already so that was out double bypass challenge a new world record
Hey
The winner
See remember this in like
Check stick winners
As far as you losers are concerned you're never gonna. I feel like this is type of boss to be like
One of them perverted bosses that like be trying to slap asses and
Make passes at him and shit like that
Get the bams
Check stick winners guys that these big
He's like
Wow
What's up guys we're with the materials. Thank you guys for watching. Hope you enjoyed the video
A long day was that shit
Two years ago, man, I'm thinking this shit was recent. Oh, did you guys see this uh thing on no jumper what is do was like
saying that he's not gay
And his girlfriend's uh x-men
Just the clip where um speed and fucking up. What's his name?
And
Speed and prime came out of a room and aid was like oh it fucking stinks
Like they like both booty smashed or whatever
Oh my god is that dream thing about a four months big salute
Yeah, what's that clip?
Not it looked like aiden was joking around this shit. Oh, don't you see
me
Yeah, I can't find it
You know
I can't find that shit
No, that's not it
They were in a room they both come into the room
Oh
Yeah, I can't fucking find it
Oh, oh a bar
I still can't find it though
She says she's dated speed on no jumper there's a clip say no
Say you think speed beat
You
What the fuck is that smell
Hey yo
Stinks on god it smells so bad
I don't know if he was trolling her with
Soon as they walked in a room
I don't know if it was x-man juice or what
yo
Just hey gay dandy think of it a four months
Someone donated this said they tag team they tag team during the shower
Seems like someday do honestly
So what kind of conversation did you have with speed before yeah, and this is our boyfriend where you're in the dude says that he's not gay
You guys started doing this content together because it was it's kind of funny like reading the chat when you watch the
Reuploads of this content and you're just seeing like the fans have a no-blue
What to think but they seem like very positive about it and I I feel like his audience kind of just wants him to do the craziest thing
Like the next level thing so they're kind of on on board for whatever right
What was the question in my bed just what was the conversation like with speed before you guys started filming together
There was no conversation
so it was kind of like
Aiden set me up on a blind date with him, but I didn't tell me who it was gonna be
That's why I didn't have a mask a little blindfold on but I feel like it and probably told speed
You know beforehand like what was gonna happen? They went along with it. I don't know that part
All I know is I just showed up and he just went how it went okay
I felt like he had kind of coached you because it felt like you were just talking about him cheating like right away
And it just felt like if this was a fake relationship then that was probably
That was probably made up
Yeah, oh, so I forgot all about that. I don't know like I just kind of like you know like went with it
You know and like kind of like brought like real life
You know this person kind of looks like wait since until
kind of looks like
Like Connie's ex just with like
Make up in a wig and shit on
Kind of talks like him too
Just with some lashes here
To it to make it look real I guess okay, so because I didn't know where we're going with it because if you're gonna do like a fake
Relationship on camera you probably have to discuss like what has our relationship been like so you're not just like making it up
Yeah, no, we just everything that we did on their live streams. What I did everything was just off the head
Okay, all of us I think for myself I can only speak for myself
Everything was off the head because they didn't something nothing and what was your experience with like with speed like overall
It was good. He's cool. You're not gonna continue doing that kind of content or like could you see yourself doing that again
Not waiting now like, right, you know, I'm happy with my man and I feel like
You
You know, I could just start my own my my life kind of like over and rebrand myself like you know like
Like I take myself like a lot more like serious like you know like I play around still
I'm really funny like you know, but I feel like
You don't see like this a lot like this is real. This isn't fake like
You know
I'm popping out with like a trans woman like a lot like you know, and I'm in like I just consider myself girl like I just sit here
Yo T-man X
With the loving gift
Oh
Shit
I might appreciate it shut up for the 11 gift big salute on that
Oh, what's the part where she said she fucks with speed or fuck with them or something like that like
I'll sit here and watch this whole shit
So she introduced her boyfriend and said her boyfriend is not gay
Hi, month ago, okay, how'd you guys meet man in New York?
Where at city just out on the street? No, you risked her up. No, I text her Instagram. Okay, we end up meeting New York
That's what I'm from uh-huh. Yeah
Like we just never left each other side. It's just instant connection or what?
Yeah, it's like love is first sight for me
Amazing
Was this your first walk on the transit? Yeah, never been a
Trans before but stop capping bruh
I just dive into it and just end just love it
He definitely had training
I
Walk on the transit yeah, never been a trans before but
Was that exhilarating was a different it kind of was like I like it wasn't different like it wasn't different is just like
when they
Popped out like cuz they post on an NYC drill page. Oh, okay. I got a lot of hate for that shit seeing who my real friends was
fake friends was for me
But ever since I should happen like I look he like don't give a fuck what like nobody got to say like
You were already doing some drill rap shit before this became news. No, I wasn't I don't rap at all
They were just talking about you cuz she was kind of known in the scene of it
Basically like she said oh she was with a drill rapper like fake kind of like trolling shit
They seen it and then everybody was trying to find out who it was
Everybody was saying like all these different drill rapper names and she liked that
And then what's her code uh
This Molly G nigga
I don't know like he's the he's like a drill rap that I fell off
Post him me and then that's when like everybody knew and I was a damn like
Do you know him or anything? He just starts talking about like Molly G
I so I followed him on Instagram. I don't know how to fuck he found my shit, but I followed him cuz I so fuck with his music and shit and
Then he posted me and then that's when everybody was just like always him is him
You know why he posted him though because all the drill rappers after I posted that all the drill rappers were getting the fingers pointed at them being you know
You know gay quote quote you know like oh, then oh he was him no it was he was him
But mind you I wasn't I wasn't confirming that thing. I wasn't done denying that thing. I didn't say nothing right
I just said you know
Here's a little you know like I was I'm with a drill rapper playing around
And boom, you know like I didn't know like people are gonna go crazy
There's some other drill rappers name I can't even remember already, but they were saying he was hookin up with
Sydney star
I've already but that was like a couple weeks ago
That really sucks for him that I remember his name because those cowboy cow. Thank you for the four months
The biggest moment. They was gonna have in his career
They're not only that multiple pages posted it because you know when of his name. I was like
I was just trying to cast a clip where
She said that but I guess we not all found it
Tesla cyber truck has just been in its first real crash today and oh my lord avoid crashing with this car at all costs
On Thursday afternoon, California police confirmed that a Toyota Corolla being driven by a 17 year old crashed into the driver's side of the
Cybertruck resulting in an airbag deployment and scrapes along the side of the car
This is what happened to the Toyota Corolla. Yeah
I mean the fact that it like is damn near bulletproof
You
White man gets slapped after calling a black man boy
Hey LTG in P for the 11 any advice on getting back into streaming and video uploading
Whilst I have things set up. I was wondering what's on her mind for me or anybody in my position
Shit you just gotta do it
No hesitation
She just said something you just gotta do it
Logger you wait
More saturated the market gets
Which you mean Biden a trunk for 2023 that
Oh isn't way hold on hit the election in November
Oh man, it's gonna be a shit show. Oh my god
Spread strap up your booze guys it might be to purge
The purge election year
It's gonna be a shit show
The crazy's calling silverware silver war for like who's side that like what side
Shit, but I have all your artillery and shit ready way before
Trump is it running did he say that cuz I I mean we all know we all thought
For a fact I know for a fact Trump's running
There's no way he's not running for president. He's getting denied ballots in states
Something tells me he could still win
Man, we can't watch people get fucked up on twitch
You got that offended cuz somebody called them boy and they get to say the 1950s
He wanted you to roll out and you fell for it
Now let it have been somebody like Brock Lesnar
They called him that same shit. He wouldn't move the muscle
But since it looked like you know some older white man with a gut short
Yeah, I'm watching fight videos. I ain't risking my platform for that shit
Mosved all just unretired I seen
He must he must think 180 170 looks weak. That's why
Honestly think uh Mosved all if he unretires I feel like he's got tons of good fights like Mosved all versus uh
Fucking oh, this is named again
Yeah, what's the black nigga that takes all the fights again Kevin something yeah Kevin holly
That should be a fire fight
Mosved all Ferguson is a bunch of fights
Yeah, Mosved all got a gang of fights he could do
We're all forgot to turn off the flash
The fuck game is this
Oh my god
This is all the flash
Oh
The fuck game is this
The fuck is this
Fiers of fathom so what is it about like a cult?
Yeah, I played it if the bunch shit doesn't lag
Me show
Do I get to kill anything or am I just a scary NPC again?
I'm confused which game is it?
It's 3 different games for 5.99 to peace.
It's gonna suck if it lags.
And
when park commissioner
If you like this one, I guess the other ones are more stories.
But...
Now...
The re-signs of Barber and Strash? Oh...
Barber shops are a very important part of Black culture and...
THE HOOD!
In the hood, getting them bad hair cut pretty much means you could get roast for two weeks straight and you're not getting any nose.
So it's very, very, very important to avoid bad barbers.
But if you really don't know how to spot a bad barber, don't worry, I got you.
Here's three signs of Barber and Strash.
Now...
If a barber has to spend a dime on it, when you walk into the shop, you're just chilling with nothing to do.
You're not guarantee you nine times out of ten, that barber is trash!
And my experience, good barbers are booked and busy.
It ain't no reason a barber should be looking bored at a barber shop.
And I'm not whole life.
This is usually because they have no clients.
And they have no clients because they're either a new barber or a bad barber.
And sometimes you can take a risk with a new barber, but I would have been my hair line on it.
What's that? I'm your guy.
That's it?
Yes, 2K Ryan and me. I hope you...
Yeah, y'all. Send me more of these hockey joints. I like these.
We could climb their sandwiches and shit like that.
Today...
Yeah, I'm just looking for that 2K 24 special, the hockey player.
Shoo!
Russian put the burger on the grill.
Damn it.
Or it is fun. The fuck kind of burger is it?
Is she with hollow?
Russian put the burger on the grill.
Then we headed with the peps.
Then we put the garlic bread on the grill.
Yeah, I've seen Bruce, I've seen this shit a long time ago.
Then we headed with the cheese.
Then we put the sausage on the grill.
Now we chop it up.
Then we headed with a spinach.
Little salt, then.
After we headed with the spinach, we headed with the tomato.
Once the chop is ready, we headed with the cheese.
We ended with the cheese.
Then we headed with a little prawn chip.
We ended with the chips too.
We wrapped it up.
Then we resolved this.
OMG!
Can't forget to bath.
Never, never, never.
Niggas still make 2k videos.
Fuck up my way Niggas.
You're gonna go for-
Saying the name word and London.
Fuck up my-
You're gonna go for-
You think it's acceptable for you to be saying the N word like that?
When it's not Chakolcha?
It is my culture.
No, it's not.
Who's culture is it?
The word Niggas does not come from the UK.
It's an American black culture.
FBA, foundational black Americans.
Cool, cool.
It is true.
Hold up.
You think it's bad if we ought to be using it.
Worry like that, that's crazy.
Listen me, I'm using it.
I'm using it.
Buh.
So when they went over to Jamaica, and they took slaves,
and you sugar-
sugar cane plantations.
Yeah, yeah.
My asses are from Jamaica.
I have the right to see it.
Because I'm what my asses are from.
Where are you from?
I told you.
Before the UK.
I'm from-
I live in the UK.
Where you born in the UK?
I'm born in the UK, but man.
Wait, wait hold on.
We got an American rogue.
Let's try to tell a British black.
That's literally could trace their blood line from where?
To Jamaica.
Not to say Nika?
American Rogues.
Take a L again.
We're the most unpurious black.
Out of the whole language of blacks.
We don't know our history.
We don't have no fucking language.
We have no structure.
So on and so forth.
I don't need to dig deep into what you guys know.
I don't fuck I feel.
Here is part two.
Was it a wrong one?
Here is part two.
Yep.
No more, man.
I try to lose all those calories.
But like sometimes.
Yo, yo, yo.
Yo.
Yeah, you did take off pretty quick.
You went that way though.
I seen him go that way.
You had to go hook his ass.
Yeah.
Sorry, man.
Sorry, buddy.
You think I'm laughing some shit like that?
Today I'm over on Western.
Because if somebody did that shit to me,
I busted out of that bitch like the incredible hook.
I'm like, oh, rack!
Bust through to start running fast.
Die of after you grab you.
Tackle you.
I'll turn raw going real quick.
Put no fucking box over my head and running.
Do people not have good peripherals in like spider sensing skills or what?
You go like fill a fill a rug behind your box or something.
Let me talk to screen team real quick.
How do you got fucked up motor skills?
That's crazy to me.
I'm going, buddy.
I'm going to get fucked up.
Ain't no way of fuck you go to a barbershop
Of any kind
Play look trash is fun you could tell you thought that's what's trash too
Batchos
Bro, what the hell is this nasty ass shit damn over on western in 67 trying Bob I's vegan cafe at the large soul food dinner plate
What the fuck
The one that meat tacos the nachos and the vegan McMuffin. I don't know what half of this stuff is, but we're just gonna taste it
This guy look kicked to it got real nutty flavor man. Yeah, huh?
They got some vegan yams
Oh
Bro, what is this cut though
What the fuck is this
Ah
Sneak up there in that coral whiz low cut or something
LTG what's with these weird bachas niggas streaming
Say no, you're right. Don't tell me about that shit
This is all in the
That's the ashtian's for reason because it deserves to be eating together because the vegan nachos right here
Why do I always be like
I
Know some of the extra shit though
That's really nasty as fuck
Not
All right, let's see what these tacos sound like man
For the walnut meat kind of tastes like ground turkey with the hit of like sweetness to it because it's like a nut
We got the vegan McMuffin right here. They said I needed with that syrup on there
Damn, that's what's nasty
That shit must have been why I just see him jumping spinning around that's all
I
I think it was excited to try to shit dump syrup all over it
Right here
Oh
Why does niggas got lit in this here though
Here they said I needed with that syrup on there
I think I stay with lint in this here and shit
What happened to a ps5 you said sir? I want to take the a's day of my accord out the back of the TV
And it was too short like yank it loose. That's how I put it back in it was giving me no picture don't want it
She ain't niggas badly, you know, I robbed my shit man. I know what fuck I did. They got all three blunders
It was giving me no picture. Don't want it. I got you
What are you gonna find roaches in it?
you
They have to do all this shit
How the fuck even learn how to do this shit?
See this is a skill wrong with never pick up.
That orange stuff is sick smoke.
And...
Trouble black.
That's what they put 11 months.
Big salute.
Thank you for that.
Happy New Year.
This is a hell of a skill.
Re-sotter in shit.
My meditation 5 is...
I might have to take my other PS5 to one of these fucking places.
Was it like a smoke shop half PS5 repair place?
Srid sir, I like Linda does for you as well.
Okay.
You all.
I'm gonna slide my shit up.
Of course it had to be a raw gun to shy see.
Think it just pull up, bro.
You gotta wear a fucking shy see for.
I gotcha.
Your PS5 is red sir.
I like Linda.
I think it's where it's shy see when they just know they ugly as fuck.
I don't want to get there here.
Think I'm wearing a capa shirt?
A capa jacket?
You all.
Oh yeah, you got shit to live for.
What happened to your PS5?
Alright, making a breakfast for a one year old and I can already tell you that's already too much.
A one year old baby don't even need that much sausages.
You can make that for me.
I swear if you can follow this baby all this for them, throw this phone cause ain't no way.
Ain't no, I promise I'm a throw this phone with that baby star, Edness.
What?
I mean...
What do we see here?
Exhibit A?
You gotta rouglet.
This is God to be the best thing about GTA 6 and the game isn't even out yet.
People are quitting bad habits like smoking to make sure they're around for it.
Aredator said,
The GTA 6 anticipation has got me to quit smoking.
I'm so hyped for GTA 6, the thought of being in hospital or on heavy medication as a result of cigarettes has got me to quit cold turkey.
It's amazing how a game can make people quit smoking.
No one wants to miss out on this game.
I don't call anything a roug.
Only a ghetto motherfucker, aka a roug.
Only a ghetto ratchet mom would make a big ass breakfast for a rouglet.
A civilized black person, civilized black parents don't believe in gluttony.
That is a ghetto rouglet.
That is a ghetto bar roug thing to do.
Only rougs over and old.
Civilized African Americans, we don't practice gluttony.
And apparently they're not alone.
A lot of people have had the same thought and have quit smoking to be in tip top.
All right, to the person who's chatted to say,
Can a what, cannot call a what, at your own risk.
Shaped for when the game drops.
And we have GTA 6 to thank.
About six months ago my neighbor asked for my wifi password and I gave it to him because we get along and he's good people.
I'm coming home from work yesterday and him and his wife was outside stating that they got Netflix now.
So I jokingly said, hey, I should get that password.
So you know, once in a while I could watch something.
She looks at me straight on my face and says, no, I can't do that because I'm the one that pays it and I can't share that password.
I said no problem.
Well, the house have a good night.
20 minutes later they come knocking on my door saying, hey, man, the wifi is not working.
The password is not going through.
I said, I know I changed it and I can't give that password off because I'm the one that pays it.
She turned red like a tomato and then wanted to explain herself.
I said, man, no need to explain.
I got my network. You got your Netflix. Everybody's good and happy. Have a good night.
More of the story. Treat your people how they treat you. If not, you get treated.
I would never give nobody my wifi password. The fuck nigga?
Why would you give somebody a wifi password?
You just getting free internet, free Netflix, free does, free that.
This did not happen. Probably didn't. He might have just made that shit up because I don't, I could knock on any neighbor's door and I guarantee that wouldn't give me their wifi password.
You say your little bro got the neighbors wifi. He went next them.
I'd be like, fuck no nigga. You serious?
Yeah, I just want to know it like it.
Like I could get that wifi password.
I would be like, nah.
Now to the story of a sea monster.
What the fuck is this? They injected in their necks.
What is this?
See monster in the UK, huh? How many years ago is this?
Three weeks ago.
Now to the story of a sea monster with a 130 razor sharp teeth.
The biting force of a T-Rex and a skull measuring 2 meters.
It might sound like the stuff of legend, but this creature really did exist around 75 million years ago.
And it was called pliosaur.
And a fossil of its enormous jaws has been now found of Dorset's Jurassic Coast.
Our science editor Rebecca Morelle went for an exclusive look.
Oh wow. There you go.
It's huge. Unveiling a Jurassic Sea monster.
This is the 2 meter long skull of a pliosaur.
One of the most fearsome predators the planet has ever seen.
So it's got big teeth, excellent for stabbing and killing its prey.
It doesn't chew its food. It just breaks in the bits and dies.
And dies just the bone every.
Steve Etches led the efforts to unearth and prepare this ancient aquatic beast.
What makes this unique is its complete.
So the lower jaws and the upper skull amesh together as it would be in life.
To find that, I think worldwide, it's hardly any specimen ever found to that level of the disease.
Is this faker? Is it real?
That's the real question.
Yeah, I don't think they will put this shit on BBC News if it was fake.
We're talking about British broadcast to company here.
He told this thing, ah, a lot of bits are missing.
Whereas this, although it's slightly distorted, it's got every bone present.
It's one of the best fossils I've ever worked on. I've never probably worked on another one.
The snout was discovered by a fossil enthusiast on a beach near Kimmeridge Bay in Dorset.
I just found some incloic extraordinary.
It's the jaw of a massive pliosaur.
It's enormous.
It must have just come out of a cliff up there somewhere.
Over the course of weeks, the rest was excavated.
And they found it inside of them.
With Steve and the team wriggling off ropes halfway down a faster road.
And they found it inside of here?
Oh shit.
It was all followed by a BBC documentary team and Sir David Asimbra.
That ship was inside of a cliff.
Oh, it's like AI at it.
It's like an antique reptile lived 150 million years ago.
Reaching more than 12 meters in length, its bulky body was powered through the water with huge puddle like limbs.
It would have terrorised the oceans.
So what we're looking at here is a surface scan of the skull of the pliosaur.
Scientists have scanned the fossil to try and learn more about its bite with its 130 razor sharp teeth.
They've calculated it had a bite for similar to a T-rex.
I think what we're looking at here is the top predator in the environment.
You know, this animal had a huge bite.
It would have been able to eat pretty much everything else that was around in the water at that time,
including some other very large animals as well.
Other pliosaur and pliosaur, eight-thiosaur, other marine crocodilians as well too,
would all be potential prey items for this animal.
The dark clay of Dorset's Kimmerich Bay is rich in fossils.
Why is that?
150 million years ago, this whole area would have been a tropical ocean.
And the cliffs behind me were the mud on the sea floor,
where the bodies of prehistoric sea creatures were buried.
And there they remained hidden away for millions of years.
It's only now as the rocks crumble that these fossilized skeletons are finally being revealed.
The exact location where the pliosaur's head was found is a closely guarded secret.
The team believes the rest of the skeleton is still embedded in the cliffs.
I'll take my life in the rest of the animal is there, if that's for sure.
Really, it should come there because it's in a very rapidly eroding environment.
When you fucking set it is going back by feet a year.
And it won't be very long before the rest of it sort of drops out and it gets lost.
So it would be advantageous to do this because the opportunity is once in a lifetime.
The pliosaur will be put on display and Dorset in the new year,
and it will bring scientists from all...
I mean, the fuck's supposed to mean?
Alright, we found a big ass animal and shit.
It's like a really angry with no sub, no bits, no text to speech.
Let me get a 10 minute. Thank you.
Fun.
For the advent of the trap was a genius.
It's been a...
Oh, this thing. We were talking about this too.
For real pain in the ass for our soldiers.
The Vietnamese invented petal traps,
which was specifically designed to deal with our troops' steel toe shoes.
Once our soldiers stepped into it,
dozens of bamboo sticks were inserted directly into the calf,
making our soldiers suffer a lot.
And more vicious is the canned grenade.
Two grenades are stuffed into an empty can.
The grenades are pulled by a half wire in the middle.
If a soldier passes by at that moment,
if they touch the trip wire, they be wiped out.
But there's nothing more sinister than a crossbow trap.
If one of our soldiers touched the trip wire,
the locking mechanism connected to the trip wire is instantly released.
A poisoned, feces-soaked arrow.
Shoot directly at the American soldier.
Jesus wouldn't be able to save him.
There's also the mind-boggling bamboo trap.
If an ungrateful soldier passes by at that moment,
the bamboo rafts will fall from the sky.
We'll randomly select a few lucky people.
The deaths were horrific.
Even the Vietnamese would not let go of the poisonous snakes.
They would throw them into the traps they had dug.
The guys who fall in will give big surprise.
The vipers were thrilled to see the prey at their doorstep.
And all types of predator...
The predator fucking traps.
Dookie-tip arrows and shit?
Yeah.
That was the real definition of a gloggie.
What's your-
I mean, if chicks are going to the bar and get dookie-tongue,
what's the difference if I could do a dookie-tip arrow?
I was not really that big of a deal.
When men are eating dookie,
you know all those chicks that like basically shit on men's faces?
I think they're not catching any types of diseases.
Yeah, there's like men that like basically
they'll sit under a bottomless toilet and just accept dookie to the face.
With no goggles.
Yeah, look it up.
It's called scatting.
Yeah, basically just sit there like...
Oh, gawd.
What's your name?
Oh my god.
Yeah, was that a wrong?
Yo, you could tell by a snout.
What's your name?
I'ma say this is cloak as cloak as I can.
They'll move you at Mark Wahlberg featuring.
What?
Can't tell me that's not a wrong.
What race was you not date?
Indian.
Indians.
I'm sorry, I just can't date her because your food stinks.
You guys might shut up, bitch.
I once smashed the Indian girl who said she would never date Indians.
She said he didn't see only.
I'm a woman.
I just want some fries.
I don't want some fries.
I'm going to clean soon.
Yeah, right.
How long you had the cake, bro?
See you in a minute.
No.
Wait.
Wow.
I'm going to drink some water.
Wait.
Wait, wait.
Wait.
Hi
And you can't just say fucking I'm gonna get into the barber cuz if somebody cutting you shit that crispy
But I hold on hold on for dear life, bro
Splurts thank you for the 10 months
Like a shovel banana and his mouth is crazy
When Anna's a fucking disgust that I need that shit must be about to transform them with a man we
To a piece invisible said that means I get my piece for me for sure on the idiot least
I want the smoking no keeping the peace
Give me a razor when I'm in the East open up my just like a surgery
Everything burning around me on lit show a lot added to swap other I spent 250 don't know where it went my hood on my back
I got a represent Toronto you cuz you don't got a pole one that boy up. You got shot in the cold 30 rounds in the clip let it unload
I put the chop it right out of old
Took 20 on my first VK I'm picking up I'm a trick little baby every other wise guy diamonds in the face pulling out
I take a taste little baby pulling out 50 racks walking out of cheese if I drop dead I'll be hard to run
Bro just niggle away from a old head to Michael. Jai white from spawn
20 years younger
Bro is this really the same dude?
Oh
Bro they got I wouldn't be called dead not rocking that shit ever again
Out of rock that shit for the rest of my days
I'm pretty famous too. Yeah, what movie is this shit?
Wait watch me and you tell me about the movie with the big ass blue dude
You haven't seen that shit all of the movie like 20 years of shit
Well, you're that shit come out
That's like DVD for era
I can give you an autograph. What you say big boy?
Understand I'm not locked in here with you
I got you
How to be a rogue huh?
We do always be making black niggas bullies in prison fucking shows and shit or in prison scenes
He was just trying to get his tray a roguer to start picking on him for no reason
Had to throw a crystal on him
What I eat in the day this is gonna be cap oh
This is that fat chick again
Are those fake caprições I never seen a caprições look ghetto like that
Why is the box look weird
That's how the shit looks now a
Shilick fate
Oh
Of course fat bitch look like Lotto
Anybody here to think Lotto sexy this is exactly how she looked
I
Chicken definitely stink
Hey dude, you dumbass mod band man, can you review it?
Hey Mark, you checked that shit out somebody named Divine, something like that?
This type of shit just make me mad.
I just, I don't believe that the bitch is eating that much food.
Yo my goat, thank you for the six months.
I'll just think I should be cat for interaction.
What is this salt dude?
whoever does a cow.
Start spinning on the cutting board to see if there is any imagined
The drill method will help us to go to the logic of this aiming sundip
Turns out its the Gardner.
Then the shells will be handled and present in Makins
Now this is definitely not a NBA.
We've got to be some Asian country.
What type of ethnicity is this?
I think even straight up reptile suit.
I just hate private parts all that shit.
I get this shit off my fucking screen.
Ugly ass lick another fucker.
Here we go.
Bitch went from...
What the fuck?
She went from Mona Lisa to a fake ass Kim Kardashian.
She went from Borragate to...
Just Borragate still.
Shit really changed.
Just Dakota makeup.
Shit really changed.
She's gonna cut that shit off.
She look better without the fucking makeup.
Honestly.
She went from Mona Lisa to a fake Kim K.
Why they keep making all these chicks brighter and shit?
Rather she looks stressful.
Look at all that fucking makeup on her face.
That's a whole mask.
I mean she wasn't that bad before.
Let me see what she looked like after.
She looked better without that shit.
I should destroy her.
She looked way better without the makeup.
This shit made her look fucked.
Made her look like an old Egyptian...
Like an Egyptian female statue or something.
Here we go.
Is there soft crabs or something?
Wow.
And even Killemere just busted their shell off like that.
Disgusting.
That fuck.
Whatever.
Oh my day, Yokes is nice, where are you?
I will copy you.
Until next time.
What the fuck was that?
Ova halt you shut up
That's i cut
Did you know there's a city that's completely made out of ice?
It's a city that exists for about two months every year and no, it's not created by
Elsa.
A lot of ice is mined in preparation to build this city, which they will definitely need
if you see the structures they're building.
The entire city of ice will be over 600,000 square meters, and the extremely cold place
where this is possible, though you might think it's in Russia, this is actually harbored
in China.
And you don't have to be a penguin to go there, because everyone can enjoy sliding on
this ice slide that's over 400 meters long.
The Harbin Ice Festival lasts till late February.
Would you visit this place?
Never did I shoot.
I've been given a lot.
So let's see what brands have decided to send me gifts this holiday season.
So these first two actually were gifted, these were gifts for myself, but we have this
eminence crock, Hermes Burkin, to complete my trio, and we have this automapigame
military as well.
But, uh...
What does a man have Burkin bags?
There's no way this thing could streak.
There ain't nothing against it, but no straight man's walking around with a Burkin.
So let's see what brands have decided to send me gifts this holiday season.
So these first two actually were gifted, these were gifts for myself, but we have this
eminence crock, Hermes Burkin, to complete my trio, and we have this automapigame
military as well.
But on the first day of Christmas, Louis Vuitton gave me this keyball and suitcase travels.
On the second day of Christmas, Elvis gave me some bust down shoes.
On the third day of Christmas, they gave me this giddy-bitty bag.
And on the fourth day of Christmas, they gave me chopsticks.
But actually, I got to keep all these things from when I attended their pre-fall show
in Hong Kong earlier this month.
So, super good.
Next, Fendi sent me this insane bag, which I'm just going to be honest.
This is going to be going to do every day bag, because this bag is just gorgeous.
Fengalphilly has sent me these finger rings, and I really love how these look when my
hands are partially covered.
They kind of look like I have a metal hand.
Love them.
Next, we have these beautiful booths sent from from the first, and collaboration with
Changeave, they sent me the black and the green color.
You know what's Christmas when you get the big Prada box?
And as soon as you open up, you have these cute Prada ornaments, also totally off topic.
But this silver one reminds me of one of those magic fushies.
Prada ornaments.
You balls from those like commercials, please tell me I know what I'm talking about.
The box also came with some nice, g-
Bro, this nigga got the most lit life.
He just post tick tocks, get free designer.
This is Ginkerer products, and these two are the persons.
Versatio is some of these really nice watch, and Canada produced some of these box that
had this really nice hat, scarf, water bottle socks, and this insane jacket that I'm
obsessed with.
I actually really like this jacket because I can wear it in a bunch of different ways,
and it goes to just this one really well.
For every cent over these padded ankle boots and this crossbody bag, the hoodie is also
new, it's from an active demure.
Next we got this top and pants sent from Demabaza.
Tommy Hilfiger also sent me a pair of denim overalls, and I'm not gonna lie, I really
like the fittings.
Next we got a whole bunch of stuff from post archive fact, starting with this black puffer
jacket, this laser cut suit, and these really sick pants they have zippers all down the
legs, which is really cool design because it allows you to measure the shape of the
pants.
They also sent this giant jacket that's filled with literal pillows, think of this like
really big shape, and it's fun to play around with, but I think since the pillows do
have pillowcases, I'm just gonna sleep on them and wear the jacket without it.
Bumeris sent me some of their top of the line skin car products, which are just insane
and this really cute cookie.
And we got a whole bunch of shoes like these tints from Feature 73, these Stan Smith
Adidas, these clogs from Balenciaga's, hiking shoes from Canada Goose and Surgeon, CDG
Play Converse, and these, you say he got it, he got all this shit from Starfield cosplay,
that's wild.
Stan Smith's in collaboration with Babe, and last but not least, tell Far Senn over these
two bags.
What the fuck type of place this is, and they go have like, where does he fit all this
shit out?
And there's cool hood and puffer coat, okay, that's all for me, happy holidays, goodbye.
This phone got so much shit, where does he put it?
If you've ever been scrolling through social media and you see something that you like
to do, you know, I'm not sure if he's going to be able to do it, but I'm not sure if
he's going to be able to do it, but I'm not sure if he's going to be able to do it, but
I'm not sure if he's going to do it, but I'm not sure if he's going to do it, but I'm
not sure, just dope ass apartment, free shit, just how could you hate on that?
Far.
This is the greatest, some boxing video of all time.
I mean, at least it's my best unbox video.
Anyways bro, I have to shut off with this jacket from the middle workshop.
This is the most insane puffer jacket.
I've ever seen and owned.
I'm literally typing my name in it.
What other jacket can you do that with?
It's got this cool pocket, the zipper's creative, just a great jacket overall.
Speaking of great jackets, we got this amazing ball-monger jacket.
I mean, what's not to say?
This thing is beautiful.
I literally feel like Lenny Kravitz in it.
This is just a ton of 10 jacket.
Oh, peep the bag as well.
We have this beautiful RMS Act 50.
I got this bag for two reasons.
This photo of Travis Scott, and then also I saw this guy at airport with like a really big
vintage age bag.
That was a similar color.
So I did some digging and I found this hack back from the 80s on eBay and I love it and
it's literally perfect for two.
I also got a hack.
Oh my god, what's wrong with me?
I got a black one.
I got a black hack 42.
Don't ask me why.
I mean, look at the outfit.
Do I need to really explain why?
Speaking of ridiculous bags, this is also new from Leoni Manual Blonde.
This is the scariest bag I've ever seen, but it's actually really cool.
And I can't wait to wear it and then like people like shake the hand behind me when I'm walking.
I don't know, I think that might be kind of fun.
I got these pants from Capital.
I actually used to own a pair, but they were too tight.
So I basically just got a size that fits me and now I love them.
Now this really wouldn't be a wisdom cam box in the video unless it was a bunch of from heart.
We got these three new pairs of jeans, black leather pair, blue pair and gray pair.
We also got this Super Six Vest and the belt and the cuff are also new.
Next we have these geometric eyes, rick stoppers and I gotta say I love these, not just because they add like two additional inches,
but they just look super sick.
I also picked up this shirt from Merrill Roge and these pants are from Marney.
I also got this bodys, senior core jacket and shorts and it is just delightful.
We got this white transparent jacket from Unveined Studios.
The jacket features these transparent pockets and also just has a really nice shape.
We also have this head-shrining green floral coat from Gucci and this really beautiful blue kid Super Jacket.
So this next jacket is called the Thousand Pocket Jacket.
It's by Izzy Du.
I don't really know if I have a Thousand pockets, but I keep finding new ones every day.
So I really wouldn't be surprised if I got to a Thousand.
So far I found over 200 pockets on this jacket alone.
Is that a hat with like fake dreads out of it?
I don't really know if I have a Thousand pockets, but I keep finding new ones every day.
So I really wouldn't be surprised if I got to a Thousand.
Bro.
Who the fuck makes this?
It better be a black designer.
That's all I gotta say.
Who the fuck makes that hat?
That shit better be a black designer bro.
So far I found over 200 pockets on this jacket alone.
Nah, I'm just kidding.
But you believe me, didn't you?
Despite them being kind of a trend, I actually don't really like racing jackets,
but I did pick up this Yoshi on my motorcycle racing jacket.
So this video that you see me wearing this video is from Cadillac, and I'm gonna be wearing this a lot.
I had a hair stylist mess me up in LA recently for a job that I was doing.
So I'm just not rocking with the state of my head to be honest.
Next we have this eye catching coat from Dries Van Known.
Never thought I'd own a bus down coat before, but here we are.
This coat is absolutely gorgeous, breathtaking eye catching and all similar words.
Now just guess what this is.
Just take a guess.
If you said boot, you were correct.
You got these tall fetish boots from Rick Owens, and I mean it's unique.
It's definitely one of the more unique pieces of footwear that I have for sure.
And then last but not least, I picked up this Capitol Boros shirt,
and honestly, what better to end this video than a pair of chromeed-out python
Rick Owens, you have baskets.
Pretty amazing.
But yeah, that's the whole video.
Thank you so much.
I would never wear probably 98% of this shit in this.
I would never wear these.
Let me break this shit down.
Okay.
To the people spamming raw just because we see somebody black,
you're getting it all wrong.
You're getting it all wrong.
I'm gonna say this shit one more time.
All right.
The term ballrog is mainly for ratchet and stereo typical shit.
A nigger rocking fashion is like this.
This is not ballrog activity, bro.
You a fashion rogue?
No, that's the that's that's the misinterpretation.
All right.
You're not supposed to use it as like a derogatory.
It's not a derogatory name.
It's the classified ratchet and stereo typical ghetto shit.
That's it.
I'm not gonna tell you I think it's not safe with what you're saying,
but I'm just letting you know so you at least know the fuck is this shit.
What is this?
Should I eyeball some gold?
Get up.
Bro, what is this?
Bommero.
Why how could you just eat that?
Fuck preparing.
And what's this got to be eyeballs, bro?
This has to be like eyeballs or something.
What is this?
Has to cool.
Here is my guess.
teste.
a bird is usually a duck oh I don't want too much yo killa thank you for the five months I
appreciate it
bro it's all that butter necessary this gotta be some Indian cooking I forgot these
knickers like the cook with straight up kilos of butter like just straight up keys
that shit is not like done bro
oh that is not done
I just balled as big for it and I sneaked again
trying Korean raw marinated crab for the first time it's like a regular crab but just not
cook weasel that out look at that meat coming out seeing people eat it with they just suck the meat out pause
no way I was not expecting that one of the best things I've ever had I got it in their spicy sauce
career food continues to amaze me the crab is so soft and soft I'm sorry this snake is big as
forehead I just can't watch them bro everything eats is nasty too this snake off my screen
cause the biggest產 with everything is a guy that wants to decorate the place
fast
Feれて
What is this?
Share it and don't forget that friend
Sir is that discord beef typing it?
Coming in?
Eh?
It's a burger party, it's a lot of fun
Why?
Like, the fuck is the point of this shit?
They really hate white women and love white men
This is actually cute, let them little grimmies know
They have and have piss
My happy boy
Eh?
What else is new?
It's just basically saying like when you black men with a white girl is an issue when you're a wrong kid
What's up y'all?
Quick story time
It's not an issue
So a young lady that I had dealings with or dating
was dating whatever you want cataclyrie as it is
was coming over to the crib right?
And some I was feeling a little hungry
So I asked I was like hey, can you
you help me?
I'm not a bad guy
I'm a bad guy
You're a bad guy
I'm a bad guy
You're a bad guy
I'm a bad guy
You're a bad guy
What's up y'all?
Quick Story Time
So a young lady that I had dealings with
or dating
was dating whatever you want cataclyrie as it is
was coming over to the crib right?
and some I was feeling a little hungry
so I asked I was like hey
Can you, you know, grab me food
Hungry and I don't want to leave the crib she said oh sure if you pay for it I'll pick it up
Hmm, so then I ask wait do I have to pay for it in order for you to bring me food
She said yes because if I pay for it it puts me in my masculine energy
Wait, so we've been dating for a little while
Can't bring me food $20
Unless I pay for it and to me don't get it wrong. I was not mad at all. She still came over
I went and got my own food and everything but it did make me look at her different
Because to me that's a character flaw because if you only have the capacity to do something for me
Under the condition that it's reciprocated or that I pay for it
That means it's not genuine. It's not in your heart. You got a light wrong
Probably vitamin C. I pass this or something because it's in my heart
I pay for everything when you're with me because it's on my heart
I booked your plane ticket because of my heart. I am not one to keep school
And so if you can't bring somebody that you've been talking to dating a $20 meal because that puts you in your basket
Major red flag and then I posted about it on my Instagram story and one young lady was like well
I would have done the same thing if we're not exclusive
Exclusive good. I ain't asking to check to bring me no free food
I'm like, you think you're picking up this food on my zelia to cash
I
Don't want to check pin nothing for me pay me and top and and pussy or something like I
Don't need you to buy me shit or anything like that. Let me get the double stack. You know what I'm saying reverse cow girl
All of that shit. I don't want you slot near card around me
Shoot
Let's get your hair out top dog. This is my little brother Mike
He's been growing his hair out since senior year in high school
He decided to get it all chopped off for my mom's birthday. I actually like trash anyway the fuck was you growing?
The fuck is this nigga doing
And so that means it tells how to dress talk walk eat everything over four years
They've continually expressed their discontent of this hairstyle and there it is the first dread all
I just think it's gonna enhance the fact that he has
What I'm saying when she saw his ears fears for the first time
Yeah, I think it's here with the first time in four years look how handsome he looks of course on an eye
We're there to support and also fund the operation
So fuck top of here co-existent
I'm in four years look how handsome he looks of course that color is trash
I'll hand some he looks
Right, this nigga could have did that shit himself
You're gonna say handsome all that happened was he shaved whatever the fuck you and the call was on top of his head
It's the nigga instantly tart and the yogi to beer
Of course on an eye were there to support and also fund the operation
Now we're back in my mom's house and this is her reaction
Okay
My
My good
What'd we go check
Get enough of that golden grease
Like Greece?
Black people have the worst customer service
in the motherfucking world.
Axe, who you wanted?
Black people have the worst customer service
in the motherfucking world.
And you can say that, you don't agree with that,
because I'm gonna fuck why.
And we get our customer service better,
we'll make more business, bottom line.
So you can say whatever you want.
Where you go to the Chinese restaurant, they nice to you.
They, hey Ray, how you doing today?
No, they just as mean.
The reason why I don't spend with black establishments,
like that, because they got fucked up attitudes.
They're gonna get you a smile.
And they say, hello, how you doing, man, take your order.
But I'm supposed to keep spending with them,
because they look like me, fuck that.
The richer the richer the people that are gonna rise
to the top, the people that understand what it takes to win.
Not the people that feel like, you should let me win,
because they let them win.
That's not how you win.
My thing is a black man that has made millions of dollars
and want to see other black people make millions of dollars.
I know the one thing that's the difference
is the fucking attitude.
That's why I yell, because the attitude is the difference.
If you fix your attitude, everything else will follow.
But you think, well, they ain't got a six day attitude.
Well, we ain't them.
We ain't them.
Because if we was them, we would be where they are.
We are us.
And the thing that's holding us back is we don't treat each other
with respect.
So I'm trying to teach you how to get to a certain place.
And you don't want to accept that you got to change
your motherfucking attitude if you do.
And instead of change your attitude,
you want to bring up what agents do.
I don't know if the motherfucking is smiling
by the way they talking.
I don't know their culture.
I know our culture and I know our culture.
Black women have bad attitudes.
That's what I be saying with somebody be like,
no, you're like, no, the people that's not my concern.
I bet I bet all of y'all shit, my concern is blacks.
So yeah, don't bring in another at this.
He would have clowned his stereotypes.
And so do a lot of black people.
And my thing is that we want to make money
that fix your motherfucking attitude.
Or you'll be offered.
You'll see another motherfucking that smile
and they'll be like, they only picked her because she's white.
No, we picked her because she smiled.
Yo, what about anybody?
Yo, Dready, is there any,
you got those clips of Terajie P Henderson complaining about pay
when she did the movie with Brad Pitt?
I would love to react to that.
She was complaining about her pay on Benjamin Button.
That's what I'm saying, bro, she like any black entertainer
complaining about pay.
Just be glad you in the space in general,
manage your money better.
Your motherfuckers want to pull up with Gucci and Benz's
and all that bullshit complaining about pay.
You knew what business you got into in the first fucking place.
We talk about, we talk about the lower grade scale
of actors and actresses.
Shut the fuck up, you know what business you're in.
You're not about to make Denzel money
and all that type of shit.
Like just know your place and it shit.
Grind it out so you can get to a point
where maybe you can't make that kind of money.
You know the type of work Denzel put in, bro?
You never see Denzel complaining about shit, though, right?
You think every one of his movie checks
was giant, fat and juicy?
Probably took him like 20 plus years
to get those type of checks in again.
Bro, Denzel's been acting since what?
The 80s are some shit or before I don't even fucking out.
If anything, I feel like Taraji P Henderson complaining
is gonna, it's definitely gonna lower her stock.
100% is gonna lower her stock.
Complaining, just do better screen work.
Yourself a real man with your garment.
Cloak time, baby.
If you ain't cloaking, you're broke.
The mage speaks true.
Bro, I only know Taraji P Henderson for two roles.
Empire and fucking baby boy.
That's it.
Am I watching a new color purple fucking out?
Mage speaks true.
Not so many adventures understand the power of the cloak.
Yes, I think I'm going to go galvancin your city
see if they're privy to your...
I'm gonna show you how to dress for your body type the right way.
Number one, if you have a B-shaped body type,
this means that your shoulders are much wider than your waist.
If you have this particular body type,
it's best for you to wear more tailored and fit it closed
to compliment your overall physique.
Now, what you don't want to wear is clothes
that are heavily branded or really baggy.
Number two, if you have a O-shaped body type,
this means that your mid-stage...
B-ha-ha-ha.
Damn, I can imagine being built like that.
B-ha-ha-ha.
B-ha-ha.
What all the reasons you have a body type like this
is if you're just eating everything
and not taking your body serious.
Imagine still trying to be swagger with a crispy beard line
up with a fucking gut.
Like, stop worrying about the crispy beard line up
and fucking focus on a mid-section.
Type, this means that your mid-section is overdeveloped
and bigger than your shoulders and your hips.
If you have this particular body type,
it's best for you to wear clothes that have darker colors
that have a straight cut fit.
Now, what you don't want to wear are clothes
that are too tight for you like skinny jeans.
Number three, if you have a X-shaped body type,
this means that your shoulders and your hips
are around the same size.
If you have this particular body type...
That's a black-ass body type too.
B-ha-ha-ha.
If you have this particular body type,
the best style for you to pull off
is a more boxy or oversized style.
And lastly, on number four, if you have an I-shaped body type,
the good news for you is that you can wear pretty much anything.
Pretty much all-fashioned designer brands
designed for your particular body type,
which means you have the ideal model frame.
Do you want to find anything?
The good news for you is that you can wear pretty much anything.
Pretty much all...
So basically, if you're skinny,
they're saying you can wear anything.
Well, I guess I can't wear anything shit.
All-fashioned designer brands designed
for your particular body type...
Which means you have the ideal model frame.
Let's see which one is my body frame.
That tape-shade.
This means that your shoulders...
I got the V.
Revenge, shut up for the 10 months.
Bro, I appreciate it.
Or much wider than your waist.
If you have this particular body type,
it's been...
Even I got that V,
should I still like the oversaw shit here and there?
Yeah, I got the V because I got big ass shoulders and arms
because I train my body based on keeping my midsection
extremely lean, waist snatched.
So about a 31.
And my waist...
My waist radius...
It measures, excuse me, to a 31.
Matter of fact, let me measure that shit root.
Let me see where I'm at right now.
Tomatoes on top are hidden.
Face on door to door.
Why?
Someone shouldn't minority!
Hey Tony, who was Nice Sishtey?
He cut reggaeton in the back.
I don't want a USB battery in my ear while sitting at the back.
Mr.Man!
He wasn't that good at acting.
He was as good as I can.
I'm going to get a little bit of a 34.
No you don't get timed out for using Rogan correctly.
It ain't that serious.
You guys can say whatever you want in chat.
I was just basically just informing you guys.
I don't give a fuck about the Rog jokes honestly.
I'm trying to use my own coin phrases against me.
This is how villains are created.
This is the worst thing a woman could do to a man.
Let's see.
Holding this baby.
I'm sorry.
I lied to you for so long and kept it around.
I kept you around here for my baby unfortunately.
It's not yours and I'm saying this because I'm getting back on my eggs.
I didn't know how to let you go.
I made you go throughout everything.
I'll brighten the seat of birth, baby shower, etc.
I hope you just understand and if you want you can remove me off everything.
I'd be like, oh I'm free and a smother fucker.
That's why you get a blood test while the kids being incubated so you know if it's yours
throughout the pregnancy.
Wala.
Any fucking ways.
I'm supposed to cry with the niggas exactly.
That's what I said does.
You got a second chance in life.
Ooh, space shit is it?
It says we color as another planet and you take your dog for a walk.
I want it to see more.
Big T's I should.
I'm gonna watch it again.
Oh man.
I thought we could see such beautiful skylines.
Yeah, what was the um the movie that you guys were talking about?
Not moon for was it?
The new moon Netflix.
What does it called again?
Rebel moon.
Did you see that view on that planet that they were on?
Oh my gosh.
When it turned night like how the fucking the giant ass like Saturn looking planet.
Which is biggest fucking the night sky.
I know.
We'll never be able to see this not meant for human beings too, but other plant you know other species in a galaxy solar system.
They probably have sites that would just give you goose bumps for days.
Yeah, definitely not in our lifetime unfortunately.
Only way it happens in our lifetime is magically some high tech alien species just comes here in miraculously just give instantly just gives us a fast forward in cheat code and technology outside of that.
We'll never see anything like that you know.
Reading before I click nothing in this world could ever make me mad enough blah blah blah.
Okay.
Ball row is fighting.
Seagriff with Twitter.
It says you met low tear god the fuck is this shit.
I ain't clicking on that shit breath.
That's a twitch card I ain't clicking on that.
No way.
Say.
Oh my look fuck the twitch call you are going to be fucked up.
Nah.
I ain't clicking on it.
Hell.
Oh let me watch this shit all string.
I'm not fucking low here on my phone.
I'm six five six five.
I if you say so much crush this goal.
And what do I look like that right here.
Why does my face looks so damn fat there.
That's not even how I look.
I should look fat than a motherfucker.
Hell no because I don't look like that right now.
It definitely yeah I'm a noxidil have my shit fucked.
Looks like a pills buried old boys some shit.
My face looks fat as hell bro.
Oh the my shit was not cut look at my look how fat my cheeks was right there.
Look what the fuck man let me put this camera on big.
Bro no nigga my shit was looking fat that shit at my face blown up.
I'm not fucking low shit on my phone.
I'm six five six five.
Are we like the same height as I'm sure y'all this is the tallest Asian dude I've never seen.
One of them.
I mean we are level.
I don't know like to me I can't really tell and let's see who showed her his taller minds are his.
I honestly thought he was slightly taller than me honestly.
I'm frying pan I feel like frying pan is taller than me.
I think he got me by half an inch.
You know I'll admit it yeah he definitely got me by like an inch half an inch.
He got to be like six sits six six for sure anybody that's six six is going to be taller than me.
You're right it is yep.
How tall are you?
Six six bro.
If you say so bro.
Mark's crush the skull thank you.
Six five.
I'm six five.
I like you.
I'm six seven.
Nice to meet you bro.
That's my vlog.
I'm a YouTube hot wow.
Yeah I always look good bro.
Damn my look fucked.
My face is looking fat.
I need to have my jaw and then right there.
See this shit.
I didn't have it.
I ever put my knocks at ill my fucking face again.
Everybody know them twitch con twitch con was the worst version of me ever.
My knocks blew my fucking face so ever again in life.
That shit did look like a clone.
I just want to stop putting that shit on my face and I should took that shit almost maybe like non-symmetrical.
I should have my face rounded the fuck out.
Looks like I was just on pills berry status.
You could use my knocks at ill if you want.
I'm not putting that shit back on my face ever again.
Fuck no.
Nice.
I shaved most of it all.
That was when I was using my knocks at ill I cut that shit off.
I'm not putting that shit on my face ever again.
I should have my face swollen like bee stings all of that type of shit.
Niggah thought he was slick.
Tom has niggah.
You really thought she was slick.
Fuck the worst brand.
Bro just get the fucking beard implants.
It ain't that serious.
Niggah thought he was slick.
You have to go.
That was funny though.
That was clever.
We seen it though.
We clip that ass.
That was clever.
You tried it.
Oh that was funny.
I'm not even going to lie.
Hold on.
I don't know how to say that.
OPH.
Thank you for the gift.
The fuck?
Where's the space shit at man?
We got this dumb ass shit.
Why do this?
Like there's no bread involved.
Why do it?
It's a skill.
It's a dumb skill.
Let's call it a hobby.
Fuck a skill.
I get a high from riding a bike now rocks.
The fuck is this shit?
Want some tech?
I'm gonna have to go.
Usually people that are good at these skills don't get a bag.
I'm gonna race to be on that type of shit.
When I used to be like a cashier at fucking like one of these stores I used to work at.
I said, I was sick because I was just flipping cans.
And then eventually I was just like them the fucking the county fucking baskets are just the faster they see that I am.
The fucking EBT county baskets just would not stop.
They just kept hopping them all on.
Because I was ringing them out so fucking fast.
I remember just going like this putting cans behind my back.
And I just lick them all on and shit just wouldn't stop.
That's some skill to poor pain the king.
Whatever the fuck that is.
Yay.
Why did they need to be good at it?
You know, you don't have to see these things all the time in the city.
Do these things still exist?
These like little stone things?
I don't see those no more.
I used to always see that shit when I was a kid.
I don't see these type of things no more.
I've been walking for a long time.
All it takes is one mistake for our machine to just suck you in.
So it's basically just I'm not watching eight minutes and niggas would just be like,
eight minutes and niggas would just pointless skills.
I'm like, I ain't watching that shit.
Is satisfying to watch niggas just practice pointless skills.
All right, I'll just let you guys finish it then.
Catch me a quick little nap.
Bro, come on out.
This shit way too long.
This will be fascinated by a chick painting a porcelain bowl.
A chick chopping candy.
Somebody making fucking flat pancakes.
This I'd be making in team who jays.
All right.
Oh, P.A. thanks for the gift.
I used to think getting physical things in the modern age was dumb.
I really did.
I'm not a physical physical is that hoarder shit.
Oh, oh, P.H. So opus XP with the five gifted those.
Shout out for the five big salute. Thank you so much.
So nobody are collecting all these fucking disc. That shit is clutter.
I'm straight. Only thing our cop physical is like street fighter titles.
Just for collectors, item pieces. That's it.
Well, my p.s would never be banned because I don't do anything but game.
Tell me how you know your boyfriend won't cheat on you without telling me how you know your boyfriend won't cheat on you.
Austin. What's your best Pokemon card?
It is my shiny chart of E from champions pad.
Cool, Glee.
I hold on. Please don't say anything.
Just listen. This core beaver.
And it is morning in the mic when the user's fucking argue with you.
The fuck was that shit?
I think I said discord beef.
We still got time for the disheve. Yeah, let's go ahead and get it.
We almost done with this shit.
This shell cracked the moment I started acting zesting.
I heard him crack up.
Skip part two with pleasure.
The grill gets nice and buttered up.
A brioche bun gets smashed down.
The top ones get American cheese and Gruyere cheese.
The grill gets will hawk and cheese and onions.
Then the buns get covered in a mountain look like this.
Disgusting.
Nasty.
Disgusting.
The whole thing gets flipped so it's grilled evenly.
Like why? Why eat this?
And there you have it.
The grilled cheese, hot chicken sandwich.
Like why?
It isn't hack and sack noodle.
I don't know.
That's why if I'm forced to go into a public bathroom, I like to be in and out of here.
Three to five minutes tops.
As fast as I'm in, that's as fast as I want to be out.
I don't even like my shoes stepping on a public bathroom floor.
They rats everywhere.
All in a fool bowling shirt.
Mice.
They make and he's fucking Indian flab jerks.
Yeah, so glad I live in America.
You in four hours.
Oh, wait, isn't that TOS, bruh?
You drink too much water?
Clear my clips.
Metal oak.
Thank you for the 12 months.
Well, I want to see some raw spit spit of water.
Like I shouldn't even worth my reaction.
Growing up rich versus growing up poor.
Let me show you all with my girlfriend said to me.
I can't say girl for anymore. She's my fiance now.
So what did you say, baby?
Did I just want to look for an average home like my mom?
Like her mom. Let me give you all a walk through her mom's house.
Do me a favor real quick, baby.
Try and touch the ceiling.
Oh, that's right. You can't eat 80 feet tall.
Which living room would you like to sit in?
This one or this one here?
Let's take a trip up our average winding staircase.
Huh?
Oh, you thought I was done?
Let me make you a drink in my bar real quick.
That's insane.
Now, the average home, they do a fish as well.
But I don't know. This aquarium definitely tells me other one.
Now, I need something not the fridge, baby.
Let me show you.
Because this lights up and you can see inside.
Let me get some common ice water out of the common fridge.
What kind of ice would I like?
First ice and we have this one here.
Wait, there's a third option?
Yeah.
There's a third option of ice in this common house.
Or maybe the common household has an island in every kitchen.
I thought everyone had an island.
No!
Now, let's not forget as we close out this five bedroom, three bathroom,
common house, baby.
Let's just leave.
That's the first door we got to go out.
Right?
That's the second door we got to go out.
Right?
No, we're not done.
We're not done.
That's the third door we got to go.
Because it's gated all the way around.
This is a common household that we're in.
So the next time you say you want just an average house like your mom is your first home,
please remember, Sam, if you did not grow up like the...
Shit, I think it should just be thankful we got a bitch with a solid upbringing.
Shit, you don't like it.
They don't like it.
They don't borrow it.
What's this so mean?
It's a...
Well, it's like a best friend but more.
Didn't that consider Beastieality?
Why is this foot in there?
That's lipo po.
That's not a man in the cosy dava.
Okay, so Simu, okay, see that.
She what?
Oh, blood of Jesus.
Blood of Jesus, see my hand.
They go inside this place.
This guy, they give me linear coxy.
Was he like a witch doctor or something?
This foot got to be like some like...
You probably like one.
Yeah, they probably believe he's like something.
Or they make it...
Oh, they make it fun at Indian culture.
I got it.
That's what Africans are doing now.
They're making fun at Indian culture.
It is mochi moot.
God, how messy open up.
In the 30s.
Yeah, that's what they're doing.
I've been seeing a lot of videos where African to make it fun at Indian street food.
Okay, let's get this season finale shit out the way.
There's a mid finale.
Oh, this is funny.
Marcos shit.
Yeah, shit probably.
Blacks a whole hour.
Should get up all the cereal for this shit.
It's a therapy session.
Bro, let's run a first to three and smash right now.
It's nigga bro.
Shout off for the 100.
Yeah, I know how to get my attention.
Say less.
Hold on real quick.
Now, I don't consider funny Marco funny.
I just like his style of like trolling and shit.
But I never thought it was funny.
Shout off for the 100.
I got you.
See, that's how you talk to me.
You know what I mean?
You know, you put the rumpies on the table.
Hold on real quick.
I'm gonna fuck with what I'm doing.
You talk to me.
Talk to that money out for me.
You know what I'm saying?
You know, I cut on street fighter for you.
But you know what it is?
No.
I'm gonna play me a tackin.
I'm gonna pull a Dixon.
Hold on.
I'm gonna play you a tackin.
You switch my audio real quick.
You guys, thank you for the five months.
I much appreciate it.
Thank you.
You fix my shirt.
I beg for subs.
And you beg for money where you jack off to my content broke ass.
Nigga, we on your ass too.
That email to YouTube has been sent with numerous proof broke ass.
Anyways.
Game by.
Thank you for the two months.
Yes sir.
Oh, be honest.
I really don't want to watch that.
The show shit.
The finale.
I don't give a fuck about some fake ass.
Fucking.
I'm not trying to shrink some bar nuggets.
These are a bunch of only fans chicks that just pop pussy, blow dick all over Twitter.
I can give a fuck about a therapy session for them.
Black with the five gifted though.
Hey, salute.
Shout out for the five gifted.
But to the person that um to the person that gifted the five, I didn't beg for those.
Now did I?
I don't think I beg for those.
Big salute.
Thank you bro.
Six hours just chatting is wild.
What's up with the beanie?
Oh, I'm not getting the cut until like Wednesday.
So I was like fuck it.
I'll rock it.
I won't wear the beanie tomorrow.
Alright.
But I'm not getting the cut till Wednesday.
Yeah, you know, switch up the look a little bit.
You know, fuck it.
I was wearing my hair before I started streaming.
I wore my hair off.
Oh, day today, bro.
You know, when you guys watching on TV lately, like what type of shows and shit is the chat
watching?
Talk to me.
Walking dead.
I still got to finish that.
I went back to watching Superman and uh, Lewis.
The most recent season.
I was like, why did I abandon the show?
I went back to watching that.
Chicago PD.
Heaky blinders.
I heard that was fire.
Raising cane.
And I'm watching that too.
It got good.
And I'm like, man, I should really let the show buffer.
You guys really think that they killed off Joey badass or you think he's going to get up?
Or you think they killed his character off?
I finished Jin V, believe it or not.
I'm going to have to go all the way to the house to usher this fire.
Hmm.
I thought maybe he was just going to get up on the next episode or something like that.
And it really took his character off.
That's crazy.
Oh, it's based on Edgar Allen.
I got to watch it now.
What are the shows?
You know, he paid for a best of three.
I don't worry.
I actually trust in T-Pay.
I'll go at least three.
I mean, 2% not whole point one.
You have one of my mods.
Let's see what's your friend code.
I'm not going to get a friend code.
I'm not going to play with a bell mod.
I'm not going to play with folks.
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Take this!
Don't fuck outta here, bro.
Don't fuck outta here, man!
Take this.
Huh?!
Take this!
Bye!
Take this!
Don't fuck outta here, man!
Take this!
Take!
down
back
to
bench
Take this!
Get up!
Take this!
It's not to play!
Take this!
Let's restart it.
Shit, corny is fucked!
Cornie is fuck and they could just keep kicking back in this bitch like triple S tier something that shit lame is fuck
The fuck
Why do you want to sit there and watch that lame ass shit nigga playing with a triple S tier character the fuck out of here, bro
You barely pulling it off with that
You
Not still on one more game
I mean put it like this if I had somebody in here that was a really non-line-up smash
You know extort near they would basically expose that bullshit, so
It might what might work on me would never work on somebody who actually knows how to play the game on that type of love but it really gives the fuck
That is a fire
Yeah, we still got one more game to play
Play
Also, we got this gannon I'm gonna get this nigga my face for pleasure
Oh
Take this
This
Take this
Is there anybody else supposed to add we just got a quick little ego boost real quick
There's somebody else supposed to add
Congratulations nigga here I got something for you
Don't send me a frame code without it being spaced out or without a name thanks
You
You know, I'm gonna give I'm gonna give Dixon a chance to play some
People that really sweat this smash it out, you know want to show us what you really made up my nigga
I'm sorry, but I don't add non subs to my mother fucking list nice try to
Frame codes must be spaced with your switch using him attached
I
Frame codes must be spaced must be a sub with user names attached
Need
Just a sample
I should sample
Hey, it all right!
Just shut up for the double gift.
And open up for double gift.
That was not that nice.
We can't complain.
I saw added the two subs.
I'm going to show these names what you made up, bro.
Wait, he didn't rejoin the lobby.
I'm going to check in on what real smash niggas popped in.
I'm going to check out what real smash niggas popped in.
Damn shame.
That's what I thought.
Because he wanted a quick low ego boost real quick.
Hey, join before you.
Don't worry. We'll do a rotating lobby. He'll join right after.
Somebody just said big salute for reset.
I love this track by the way.
I'm going to check out what real smash niggas popped in.
Take this.
Thanks.
Take this.
Okay, I don't know where my double jump was, but typical 40-as play.
That can crazy.
Just stannin' blazing out and I can't hear whatever the fuck is called.
Avoid that, you lose.
That's it.
I picked this bitch and did that.
It's still really big, I should.
Alright.
Take this.
You gotta do it again.
Take this.
You wanna throw it again?
Take this.
This nigga's a drone.
And I'm sending it to your troll.
Let me kick you off my list.
Just sorry, I saw it here, bro.
You're blocked.
You could just tell that nigga was trolled and he just kept shielding it.
She could get the fuck off my list.
I don't play it 5%, I play 2.
Sometimes not even that.
I'm gonna fuck out of my fucking lobby.
Take this.
Bro, is this nigga T-bag?
Take this.
See if that was you, you wasn't trolling?
Sorry, but this guy I think was trolling him.
I could sense it in my last 2 predictable, bro.
You bum ass broke niggas are 2 predictable.
I already knew just based off the first interaction I already knew this broke bum ass niggas predictable, bro.
What was the sniggas name again? I forgot.
What was the person's name?
I forgot.
What they do change their username that fast?
Cause I don't see it.
It must have changed their username fast.
You said it's that burnt sauce person?
Let me see.
It has to be, because it will be the last person I played.
That's what they changed their name fast.
Bro, is this nigga?
New year's same shit from Bro, niggas on my dick.
Yeah, they changed their name.
If it's a gifted person, I'm out to put you on a different list.
Let's see, hold on to your adjure real quick.
We had 2 broken niggas on my list that got removed.
No problem, we remove you, boom.
You think something might have changed?
I don't know what the last track was cause I'd have to rewind it.
Let's see.
That's right.
Let's see.
This nigga trying every recovery, kid style kill in the book.
Yeah, nigga, you lost.
There's no way you beat me.
Yeah.
Looks like Vajas led digs him play you guys who clean out the whole fucking lobby.
I mean, if I'm beating all you guys, then you have no chance against Dixon.
Is there a reason why you're still in a ring, bro?
You're in a lobby, right?
Yeah.
Take this.
It's the same shit.
He's sorry.
He's getting a wolf.
And then just come up with this fucking miraculous ass recovery.
Get this fucking corny ass fucking stuff animal out of your friend.
Take this.
Maybe you found a short cut.
Take this.
I get this fucking pussy ass, nigga.
You fucking garbage ass bitch.
Niggas was fucking trash.
Two fake ass fucking recovery kills.
Then that fucking fake ass bullshit garbage ass nigga.
Niggas was ass, bro.
Can't stand losing a garbage ass.
Niggas like that lucky ass shit.
Fucking garbage ass player.
Niggas was a complete pure luck.
I think it was ass, bro.
Fake ass two fake fucking recovery kills some yellow ass fucking kill.
Who fuck is this nigga, bro?
I'm gonna get this fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking
fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking damn fuck fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fuckin fucking fucking fucking fuck fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking fucking
fun
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I think I'm gonna try Grand Blue tomorrow
ah shit probably late 233 one of them
water protein drink makes it all a bit of cereal yeah
Grand Blue has annoying ass characters
I just need a character I can spam with and do a couple of combos
shit Jones I used to be overing but you just got to get knocked out by Jones for
sure hands down
so every time you get close to the belt and you have see like you should have
that steep a fucking shit still no how fuck you got knocked out by steep a
man
see freeing round blue put question do I have a projectile who knows I might
download a shit tonight and try it let me see
Lake Lake Kid Kiyuru thank you for continuing your gift it or continuing
yourself
oh Kofi had to come into that fight injured or some shit never seen I do fight
like that in St. Tarkery
like I don't know what the fuck happened to him
I just want to spam and Grand Blue like if I could have a character and Grand Blue
I could just spam projectiles and keep people out with normals
ah I know he just he wasn't spamming takedowns his cardio look off tenacity was
off the light bro was wrong with this guy
I don't even know what that is
I don't know what that is
and the rock was on raw oh fuck so what's that so the rock is on raw what is that
technically me because the only reason you would be there is for like will be the reason
that is
all the on Edwards the born as champ he's on wrestle reigns and they just so basically came back to make some millions to lose
for this for the rock just looks better physically than anybody in the WWE
and then after that is Ortona looks better than everybody else
the rock has not lost a deep wrestler
the
the Taraji P shit yeah we can get back to that shit do you got it from me
you know I turn on smash for 30 minutes I'm ready to cut that shit off we'll see what happens after this game
BRB
the
a
the
Like what good is a white girl to listen to rap but don't fuck black niggas you giving them sand
I don't know it's just weird for me like
You listen to black music you should be taking black dick honestly
Vice versa, oh
Yeah, I squeeze
Let me see what you got
Oh man, I can't wait to watch this shit
After this match will watch it
There's a video of her talking normal on a youtube channel she made
When she like started eating the catfish with her hands, I'm like yeah, she fake in it
Niggas we don't we don't just
You know, I mean yeah, the way she did it was just sloppy like you can eat the catfish with your hands
But she just did it sloppy. I was like yeah, this is fraudulent
Retro bless. Thank you for converting your prime into a tier one
So
Still I can't believe Tackin 8 comes out this month remarkable
Yo, did you guys hear about the Asian culture a lot of people in Asian culture are trying to be our guests is big for them to do like the um
the fucking
The cholo shit they're taking over like cholo culture classic cholo culture
Yeah
I had a video saved on my internet tab on a YouTube
Yeah, the Japanese here with no riders in shape
Here's Greece or culture in Japan too and
Yeah
Oh
What up
It's like classic cholo culture not like not new age cholo culture, but classic cholo culture
Like you know remember those fucking action figures that was called homies like shit like that
Oh
This is the last match I'm gonna finish it off
And it'll be so sick if they really amade like a GTA
I guess they really couldn't do another one at LA because LA is just I
Guess it's just nothing but gang culture
So I see why they chose Miami again, but it would have been sick if there's like an expansion word
It's like ups my upgraded LA shit
Damn me that I beat you
Shit
Yeah
It was a four-minute long
I didn't put in sleep mode is what the cut it off
I hope I hope they come up with like expansions for GTA 6 where there's other cities
I have a fill in a do shit like that
How do you cut it off you just gotta press it and hold the power button they'll give you the option
Yeah, let me get that one too
What do audio switch real quick
So
Easy to do a eight hour stream now it's like that's like damn
Eight hours used to be grueling out I should just like look up is eight hours
You
Can imagine just sitting around playing monster hunter
You
TGO shadow take a bit of pride
Yes, I have an extra design from him. I was born in Thailand and I don't know who up in Georgia
That's crazy because so was I I also was born in Thailand and came here as a refugee
Ab 93 appreciate the
Three months makes a little net
Said three did I get it?
Should have popped up up there
But when I was three years old
I've been here for 20 plus years and I grew up in the hood for those 20 plus years and
Majority of my friends are black
So if anybody out there has a claim to the throne of fake accents
It's me because that just seems like the go-to story for everybody who's like being called on
You won't find it always say the same thing
But I feel like in order to have an accent right to truly speak the way you claim to speak I
Feel like you need to be fully immersed
Right in an environment by people who all sound like that like when you're young and you're learning English and you're
Impressionable right you need to be learning English from people who talk like that who have been talking like that their whole lives
And like I don't really see any other
Way to develop and a genuine accent like outside those reasons, you know what I mean and guess what miss Cone bread
I am the same ethnic
We are a part of the same community and I know a lot of the same people you know
I've checked your socials. We have a bunch of mutuals and the community is saying as we all know by now that you don't talk like that for real
And I don't know why you're on this app trying to convince million of people on the internet that you do talk like that
Because I'm not really seeing what the end goal is like what are you trying to gain from out of this?
You know I'm saying what are you trying to get by faking an accent and claiming to speak a certain way?
Like there's nothing wrong with being yourself
In fact your immigrant accent is actually pretty cool
So I don't know why you would just keep your original accent and
Your soul wait, you don't talk about her man
You're the fuck is the real shit you see who was like, oh yeah, I grew up in Atlanta
La
Okay, I'm from Houston. I grew up in the suburbs. Sometimes I use slang here and there
But why are you talking like that?
You're embarrassing us talk normal
I
Then I look like a 15 years old
Your age my age I
Then I look like a 15 years old. I'm 24
So I am
You don't know your age. Oh my god. I'm gonna be 23 and up to make no
She don't know her age question number two
How did you guys meet each other? What's her take talk again?
She was in an army. Yeah, that's it. She is it shows on her take talk
You won't find
Design from here. I was born in Thailand
Yes, I have an accent because I am from here. I was born in Thailand
And I don't know who I've enjoyed you for a decade and then I fucking moved to Nebraska
Hello guys, welcome back and if you don't know me, I go by train and today
I will be getting my lactic ice surgery, so I'm really excited
Maybe she fucked an egg is this something she probably could have just had some BBC and just converted
I mean shit that probably will happen bro
I
We started fucking niggas kicking up with niggas
Yes, I have an accent because I am from here. I was born in Thailand
And I don't know who I've enjoyed you for a decade and then I fucking moved to Nebraska
Hello guys, welcome back and if you don't know me, I go by train and today
I will be getting my lactic ice surgery, so I'm really
You know army definitely changed her for sure because look how bashful she looked on those other videos and right here. She does look like
I don't bend through some shit fucked a few niggas and what
Yes, I have an accent because I am from here. I was born in Thailand and I don't know who I've enjoyed you for a decade and then I fucking moved to Nebraska
Hello guys, welcome
Yeah, you know bitch was shooting fucking guns doing pull ups
Fucking with top gun niggas and everything like that
Yeah, let me to pull up her to does she have any updated shit on her take talk or not?
If I was her I would just keep riding away fuck going and hiding
Like you know what like get this the way I talk now I went to
Went to army started fucking around with lots of niggas
This will fuck I am right now
Yeah, some chicks dudes do have BBC conversion for real because like that should be happening to back you sometime if they take enough
You know enough BBC some of them start morphing into like light skin grills
Becky's
AK ice queens they don't need to take black dick to get a st-it's just a lot of Caucasian chicks a lot of ice queens
Boba blower whatever you want to call them. They just starting to get glutes now by default
Yeah, bad baby she fl- she starts it to a light skin grow
So
So BBC like in them
Baby
Not so many women have send you a box though
Like it's rare you're gonna get a super wet and drippy chick
You're running to a lot, but at the same time like
Low-tier guy returns to smash and still sucks at it 22k
But I can't upload but I can't upload no videos. I can't nobody upload videos on me, but this exists on the internet
And it's like a cheat code because it's like
The people that want to start YouTube channels they'll never get views, but if you still mosh it
Yes
Everybody's so creative. I've never made meatballs and plain macaroni and cheese let alone make it in the bathroom, but why not?
So you're gonna end up when you're finished eating it anyway
Go ahead and making meatballs the regular way you would make it but use the sink cuz that's what you add
Go ahead and make it and make those meatballs as delicious as you would any other day cut up loads of
Shalens inside of it make just do it the way you would do it like my mom would do it
But I don't think she would do that see how I look like you probably would get in trouble if you did this at home
Like you would have got really in trouble
But you're not gonna get in trouble here cuz you're in the dump now go ahead and put the water in the sink and put
You some device in there to heat it up see how great it look. That's what you're going for a rage
That's right now add the noodles right to that same water so it can get all those flavors and that meat that you just cooked in there now let the water out
See how convenient it is you don't even need a strainer now go ahead and put your fiery pouch with your hands
Why would I have a spoon in the bathroom? That's why I'm using my hands now put it all together good thing about the color
You won't know if it's wrong inside. It's isn't good y'all
Hi, I'm
Meet Canyon aka pop of me aka hunter whatever haven't showed my face on this channel in a long long time
Usually I'm in cartoon form because you know I make cartoons it's silly. I'm not real. I am making this video
I don't know what I'm calling this video. I was thinking about calling it like goodbye
Things are changing things are definitely changing this year's been very eye-opening for me
I have been doing these kinds of videos for like five years now or coming up on five years and
I'm at this place where I just think I can do better
Honestly, I think that like everything that I'm making now is in service to something
Negative and by that I mean uploading things every two weeks is all good and fun
But I feel like I'm doing it that try to get as many subscribers as I can to try to make as much money as I can
You know to keep this business floating up
I have this like weird fascination that I have to you know upload all the time and do all this things to be a part of the
Creator exite geister culture. Maybe that's how I'll get respect for my peers and everything like that and it just sucks
Honestly, it's fucking terrible if I'm gonna be completely transparent
I have not been very happy making any of these videos for a long time
It doesn't mean that I think that any of the stuff that I make is relatively bad
Even though there's some people that say it is that's hurtful, but I'll take it
You know, it is what it is some of its not even criticism
All right, so much just down right mean, but that's okay
But like I mean like looking back at this year the first video I made was Logan Paul still as your wallet. Yeah, it's a thief
You know, is he a bad guy? I don't know. I don't know him personally, but he does some dicey things
I don't know but to make a cartoon about it
Do I really give a shit at the end of the day now Velma the Velma is a panic attack?
I mean what the who who cares?
It shows bad. I mean, I don't know right the whole idea guys is what I'm saying is that like the most fulfilling things
I've made recently have been
Melvin getting to know that character and getting to figure out what the fuck I want to do with him has been really fun
Smelly smash bros was a big one stinkfiend all of these videos where I'm kind of like making my own monsters and stuff
Have been a lot more fulfilling honestly and while I don't want to completely ostracize
My fan base because I know that you guys mostly show up for the parodies and stuff
I just want to be transparent that like moving forward. It's probably gonna be a while
Until I make something again. I want to actually spend time
Making something that I enjoy and I don't want to be put on this like pressure cooker to
maintain this kind of upload schedule that really I'm the only person enforcing it feels very counterproductive and it's really been based in fear of like
Oh my god, I pay my bills and all this stuff
But I have like another channel called pop me that's doing really well
And if you haven't heard of that feel free to check it out
We post like every three days, but that's becoming more of like my money maker actual job thing now
So I'm kind of at this place where I'm like if this channel is supposed to be a place where I'm trying to actually creatively
Be genuine and be you know make something
Respectful or you're respectable why the fuck am I trying to like put such a time limit on everything?
No, it looks like he just saying like he's not gonna drop any more meat king and he's gonna drop in his other shit
Mr. Beast is doing evil again. What are they talking about?
We should I click on it
What is mr. Beast doing
Why are you gonna throw up on my road get out of here
You
Let's go over there.
So buddy, boom.
You guys hear about it, huh?
Like a hair dookie.
You guys hear about it, huh?
Well, throw up like a hairball log.
Because you know they made themselves so many times at M.D.
I wouldn't know what a raw cat is, but...
Alright.
Yeah, sir pulling up.
Yeah, sir pulling up to buy some bait pants.
I'm out of gone vacation, so you already know we're gonna need some drip.
Bro, say he'll sell me a pair of bait pants for the honey.
Use pants.
I'm about to pull up and see what the fuck going on.
That's what I'm saying low ballin on chrome hearts is a crazy caption.
That's why I clicked on it and live with the fuck.
I think this is him.
I don't know.
I'm gonna let that part in there.
Send me to fucking, I don't even know where.
You said honey.
Right next to her house, bro.
Let me know if you got it.
Sniggle balls have used bait shorts for $100.
I just definitely some fucking borrow shit.
I ain't wearing a used nothing like the fuck.
You need some bait shorts.
$100 I can fuck run a flip to his no cab.
I don't even know how much he go for.
What a honey and breath fuck you.
What's going on?
I'm about to pick up some quick shit.
I told you I'm about to go on vacation.
I'm trying to pick up pieces to go and just bought those bait shorts.
Now I'm about to go pick up a chrome hearts tee for a steal.
He said he would do $170 for the tee.
The tee goes for $500.
The tee goes for $500 over $500 on stock eggs.
And I'm going to use chrome hearts tee.
I'm about to dedicate it and everything for me and it's from a trusted seller.
I'm a rocket, all that shit, and I'm a seller after family.
Make profits.
Why would anybody buy a used chrome hearts tee?
Let me see the tee.
You know the light in his bits.
It's hard.
I worked at dinner one day.
How much you bought it for?
I lost. I pay 180.
I just wore it so I was going to get it.
It was brand new in my body.
I bought it off of Jane.
It's hard.
Yeah.
Fuck it.
Those are the shorts?
No.
They go on.
They take out 20s.
196.
I appreciate you.
I'm going to just buy some other clothing.
You don't got nothing else?
I'm trying to buy some gallery department for myself.
I want that yellow long sleeve gallery.
I'm going to get you.
You got chrome hearts in your shirt.
I don't know.
I got a bottom from you.
Lower them.
Use chrome hearts and use bait.
I rather just not have it at all.
YouTube is your boy Trasheliner.
Backhead with another video today.
I am pulling up to buy a chrome heart.
I bought the chrome heart for $3.50.
I got it from the chrome heart store.
You already know it's legit.
I know it's not personally.
I bought it for $4.
I'm about to buy it for $3.50.
Oh shit.
I think I'm back for it.
I was even able to fit that shit.
I got those drugs too.
I don't know how to go for a steal.
You want a pair of them?
This shit looks so faded.
I don't know what you're talking about.
What's your thoughts?
I was fed as fit in Ellie.
How much?
$1.70.
This shit looks so faded.
Can't get any more starting.
You okay, bro?
She wouldn't be able to operate it.
I'm a disturber.
Too lazy.
Bro, fold it.
It's supposed to keep that shit rubbish to eat, nigga.
すごい!
Looks better and faded to be honest.
Never knew what you think it's still a hundred dollars under retail but I pay 464 brand new and they reselling for like
Shit, um, what's the lowest you do?
But just tell me the lowest bread and I didn't watch it cuz I don't want to watch a bunch of
Chicks get therapy mom not saying that but it's just like faded what you think?
Two son
Now
That's not possible
What's your lowest but I'll do it for 320
But do three I'll grab it three
Yeah
Oh, yeah, I see you I'll see you last um I
Look he stopped doing promos though
So you 70
30
I G looks okay keep the hang of two. Oh, yeah
I
Bo
YouTube
300 for a faded as use chrome art
Oh, he sold it to somebody
This after the vacation
Bro niggas be by used chrome hearts man
It's never that serious, bro
What that
Imagine $400 on a U Slitter
. . .
I love this believe
I had three ligands
About the crown just a case
Because I don't know how to test his wash, but I should look mad then it should
I wash it like once
But it was like previously all right, yeah
It's a loose
Give me a price, bro. That's why that's what I bought it. I was like, bro
I
Niggas fucking flipping use clothes
Let me sell prices and shit
So I need a good price for me
If I want to flip give me a price this is used already 220 coin flip and then this one 161 50 coin flip right?
I'm gonna get the coin
Because your coin was your ship you flipping like 10 times and shit. I got a pair of apes shorts only were one time for a shoot after that I never rocked them again
Same coin in shit
I got hit you got hits yeah
What should I drop in the back?
Yes
Men
Look
God
Oh, there he is.
The highest, what the fuck?
I won't.
I won't take that in for a long time.
You're doing good.
Oh, damn, you got a shitty bill, bro.
Okay, ready?
Two, four, six, eight, ten, twelve, fourteen, sixteen, eighteen, twenty, twenty, twenty, twenty,
twenty, twenty, twenty, twenty, twenty, thirty, thirty, thirty, thirty, thirty, thirty,
thirty, thirty, thirty, forty, forty, forty, forty.
You show.
Perfecto.
Good, let's try air.
I'm gonna cut that short for the camera.
Four, six, eight, ten, twelve, fourteen, sixteen, eighteen, twenty, twenty, twenty, twenty.
I can't imagine where it's some fucking pre-owned, anything.
Let it load something.
It's been done for a long time.
Two different negatives before.
People died desperate for some grown hearts.
I'm gonna let you know if I get anymore shit.
Yeah, bro, pass out.
And then the grabbing something from a beetle.
It's been done for a long time.
Yeah, bro, pass out.
And then the grabbing something from a beetle.
Yeah.
Yeah, I bought these for retail, like two something, two thirty, I think.
They're still wearing these ugly ass shits.
You could probably still get the...
Oh, yeas, these are fucking trash.
These on the website.
Yeah, I bought these for retail, like two something, two...
That you don't only have to resell or shoot...
reselling motherfucking clothes is crazy.
I'm not buying no you shit.
Can't buy clothes retail, I don't want to...
Oh fucking no.
You see that fake?
How is it a fake reacts photo I'm confused?
Oh, okay, I'll give it to you.
I got a photo that says fake reacts.
What is that shit?
Oh, oh yeah, fake reacts because people said they were interested in...
like, team moves and panda buys and all that bullshit.
So I'll start adding shit to the fake.
Yes, I mean, it's interesting to watch this guy's fake shit.
I'm not even alive because I ain't gonna do it, but...
I don't mind watching it.
Tube, I'm back with another...
Did you guys some fake romance?
Let's see what this motherfucker got.
We're curious.
I'm a touch name of K.
I realized I got this much stuff, so I'm a little bit worried on how everything's gonna fit in the review.
I'm gonna put where everything's just set up one by one.
But at this rate, I'll probably just have to...
I'm gonna start opening up days.
I ordered actually like a lot.
Oh, we got a pretty nice chrome hard hoodie.
I think I've ordered actually like a lot of these, so just, I don't know, bear with me.
All right, first one we have this really nice rainbow chrome hard hoodie.
Really nice.
You got the designs in the back and you got the chrome hard and buttery down right here.
And this one is actually a pretty cool zip up.
Like, you got your little tags and everything.
And a super heavy too, which is another great sign.
And you can see the smaller details and everything.
It does look pretty cool in my opinion.
Got the chrome hard on the back.
So how are you supposed to know what's real?
So I guess if you see somebody wearing chrome hard, you just don't know if it's fake.
We'll tag right here.
Give you know what to do.
Nice.
Okay, here.
Well, this actually might sign.
I am a really big look at the embroidery right here.
Got this super nice toy design.
I am a really big fan of and you got to go down on the zipper.
If I see somebody rocking this one, it's just a finger for me because I kind of need a hoodie for now.
And this one is a pretty good model in my opinion.
And you got the little chrome punch box on this corner.
I see it.
It's pretty good.
All right, this one should be a easy slide.
I don't know, take a part of it.
Definitely join my disemissive server down below.
These are, I don't know, those to be like little bracelets.
I'm probably just going to, yeah, not in these online.
I don't know, 20 plus ribbit looking really good.
That's the home hard team.
Yeah, chrome hard team.
That's the super nice crosses on it.
Back and right here up top, you have your chrome part in borderies.
Of course, on the side, you even got your little ribbit looking really good.
And these things are really high quality.
You like looked at these crosses.
And you got, I don't know, this look like a distressed look down below.
Again, very, very cool.
Definitely let me know what you guys think.
And moving towards the back.
On the back, you have a.
I mean, yeah, if I seen somebody wear a chrome art,
shit, I would just assume it is real.
I mean, we'll might have to tell them they should have to pay.
Pretty cool chrome part in borderie.
Somebody just come up to with a fire on like,
take off that motherfucker car.
Let me expect them.
I'm fucking shit.
And they just check your test.
You open the tags.
Something like that.
Just I don't know.
I think there's issues with the stitching.
So that'll probably get fixed up a little bit later.
But again, another cool chrome part in borderie down in the back.
And of course, you just have your basic tags.
And really that out definitely check.
That is none other than the young stuff spider.
Fade spider.
I'll color away.
I actually have a couple of these.
This is just, I think they were both quality.
This one I got from a seller called Peacah.
So if you guys want to check them out, you guys could.
Apparently they make one of the best up to date spider batches.
And I could definitely tell compared to the other one.
This one is a lot better.
To print it self.
And overall, how heavy and thick this hoodie is.
Things just look a lot better even in borderies.
And overall, definitely a very, very valid pick.
Okay.
So this one is a red chrome art.
Definitely one of my favorites as both.
So you can see the patch is really, really nice.
Of course, you have low chrome part dagger right here looking really good.
There's like 20, 30 bucks.
He's definitely 100% worth it.
Got the heart in borderie on the side.
And you got the chrome right here.
And moving towards the back.
Definitely like this design a lot.
Look at it on a suit.
Home heart design.
And you got little.
Now this nigga just got team old chrome heart.
Or $18.
And the nigga paid $400 for a used faded chrome heart city.
Yeah, fuck that.
I'm not paying for it.
I'm just finna fucking use faded.
I said he got fat nigga war gang at times.
It looks pretty basic right off the bat.
A front temple.
He sure.
Nice.
You have some.
Down.
I don't know.
Different.
I think was like 300 pounds with a fucking chrome heart city.
Bro, this is where they really be killing me with these fake ass Louis Vuitton bags.
Why?
Hmm.
I don't know.
Somebody donated a for magic beads edge claw to me.
That should look like you said this shit looks real.
I find me a video with a real and we'll do comparisons.
I think this one should be fine.
Can I play Mk soon?
I would if it wasn't like close to three.
Yeah, I played out from my outro so.
I'm just infinite chrome heart shit.
What is this shit?
I feel like marking right here.
We have pretty cool.
This is.
Okay, yes, so this one is.
I don't know how you guys call it.
I don't even know what you talking about, bro.
I used to get out of a fucking mom card.
Went over there to fuck.
Pussy at a stench to it.
I couldn't stand even with two condoms.
I wasn't able to bang.
Bitch, I stink at the fuck out of here.
It better has been pussy.
It's 2024.
Get off my dick already.
Definitely very, very cool.
These ones are actually sold out.
I think the link died.
This looks real.
I wouldn't even know where real goy are.
It looks like I've never seen it.
Like a week after I bought it.
So again, I'll probably be looking for a new link for you guys.
But again, this texture feels very, very oily.
Got your little straps right here.
And to open it, it's just kind of, yeah, it's like a magnet right here.
And you got a decent amount of space right here.
You could definitely fit your phone, probably even like through your four phones.
But pretty cool.
And you got this guy said, the lower of the way done.
Okay, this one is probably has in my warehouse.
I mean, we are looking up like I said.
Let me not, as you see, you patch your little embroidery down.
Overall, quality is expected.
And fake Hellstar too.
Niggas wear a fake Hellstar.
Hellstar has not even designer.
Looks actually pretty nice.
Like the print is a lot better than I have what have expected.
And right here, as you can see, definitely very, very nice emboderies.
And got the image down below.
And here is the back.
Definitely look really good in my opinion.
I've seen comments down below asking me to get a lot more Hellstar items.
So if you guys like that, I'll definitely get a lot more next haul.
But again, very, very cool piece.
Let me know what you guys think.
Hellstar has a lot of things right here.
I have to try this one.
I have a whole bunch of shoes I bought.
Some are pretty basic, but on the group you have the little embroidery.
And on about half of really cool design right here.
Got the cacti and cacti.
And match the cost of the durable, super high quality.
Probably a little bit too big for one of my desk.
But again, definitely a very good.
This is the best.
This one has a cool, cool heart.
What could you really do?
This one has no designs in the front.
But right here, you have a pretty nice dagger print, like I said.
And this right here is more sizing tags right here looking really cool.
Like I said, the shit they be making now is just like.
You just got to if a nigga is wearing it, you just can't say shit.
Because you don't know anyway.
Like if I see somebody walking around with chrome hard jeans,
I would be like, damn, I'm sure it's probably very odd to be like,
Oh, I started looking person.
That's basically a.
And on back, this one is another classic.
And I've just pushed to this note.
It would definitely help me out a lot.
So I could have enough money to do more videos in the future.
But only you can take a phone.
You guys see there is a very nice texture on.
This is a LV bell right here.
This is a very fake LV bell.
You can just fake everything on.
I didn't get the box to 10 phone runners.
I said, thank you.
I got this.
And another thing about designer shirts is that like they're super high quality.
Like look at the thickness of these shirts compared to I don't know random silk material shirts.
These ones are super nice.
And right here you have a really nice blancie of a logo.
And here is the back again.
This is the like hell star thing.
I've never seen a blancie.
I'm sure it like this.
Nice shirt.
I'll check that out in my spreadsheet.
Again pretty cool fine.
Let me know what you guys think down below.
I didn't mention either but I got a whole bunch of chrome heart rings.
They're packaged individually which is a little bit weird.
I thought they'll put them all together.
But I'll just take one out and show you guys.
They are super cool and both are really cheap.
So if you guys want a couple definitely go ahead and take a finger on the green after this.
Take this out real quick.
But from what I see they are pretty nice.
Super durable and overall the materials are really really good.
Looks pretty valid to me.
Let me know what you guys think.
I would worry about that.
And most of the video is just.
I got three of these for this.
This is a cool nice navy color one.
Another fake castle.
Especially one of my favorite items.
And overall the quality is just super nice on them.
This strap and everything is really good.
And of course on the back.
You can see that your importeries and your overall leather.
They're like high quality.
I think this is insane.
All the same as part two is going to be even more crazy.
I got a lot more stuff in the second package.
So like we're going to just to see this one actually is the updated badge from Peacca as well.
Right here we have our really nice parking for the same one for a long time.
And they finally updated it.
So keeping these 100%.
But even on the inside you guys to see them to you.
You say trying to sell dreams to bitches but you get a $4.6.00 rent.
That's true.
Imagine like you dating a bitch.
You got all this chrome heart spider hoodies all that she's still living in home with your parents.
So can I come over here like well.
I mean yeah my mom's not going to be there tonight.
But you can come over for a little bit.
Whole closet full of fake ass designer.
She thought she was really baller.
Super thick.
I have and print is that it makes things.
In something about chrome by a little slowly getting a little bit to a picture.
It's a good item.
I'll buy it.
So again, let me know down below.
I'll probably review a lot more stuff in the next hole.
And overall the print is pretty good.
You just got the new stitching.
You could probably pick a side, use a scissors or a lighter or something.
Not really a big deal but for the most part the quality is really really good.
Of course he's a big thing.
He's buying fucking shit that's caused bands and bands for $28.00.
And right here you guys can see that's your little embroidery and your rivets are really nicely put together.
Of course we back are employees and sum up a video and of this video.
Again, these videos definitely to take a lot of time on my end to be like ship.
At this point fake niggas up.
I guess I can't even argue with it.
Look, if you want to go through that much trouble the order from panda by shit niggas salute to you.
Shit.
You probably made 10 racks and who's he who's he going to resell it to?
Can't just buy real shit and sell fake I mean a buy fake shit and sell it for real.
Sell a tour rug for two.
Oh God.
Appreciate you guys for joining me tonight.
It's about that motherfucking time guys.
It's three o'clock.
I don't scream.
Plus three past three.
I got to go get some rest.
You guys should do the same.
I'm going to leave you off with this track.
Shout out to everybody that showed with us tonight.
Shout out to everybody that did so gift it.
Resub.
Appreciate you all.
Thank you so much.
I'm going to get a party.
I'm going to...
Yeah.